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WHAT THE NATIONAL CONVENTION 
ACCOMPLISHED. 

The great convention at Chicago is now a mat 
ter of history to the readers of “Domestic Eng 
neering,” a comprehensive report having been sent 
out through the country on the day followtng the 
convention. It stands out clearly defined as the 
most Important meeting vel held by this associa 
tion and its influences will be far-reaching. It 1s 
fitting at this time to sum up the benefits of this 
associational gathering in order that the members 
of the association may have clearly in their minds 
the work that has been accomplished, and_ that 
those who are not members may be induced to ally 
themselves immediately with the organization 
which 1s proving to be of such benefit to them by 
the protection of their industry and the careful and 
intelligent fostering of its advancement. 

The national convention brought together repre- 
sentative minds from all parts of the country in one 
place and with a unity of purpose. 

This is no small matter. Any organization of 
sufficient strength to bring together, vear by year, 
in harmonious concord, the leading members of the 
industry it represents is to be estimated as a power 
ful factor for good. * Where organization does not 
exist, dissension prevails and the progress of in- 
dustry is impeded. 

The attention of the public, the press and the 
powers-that-be was centered for the time being on 
this gathering and the things it stands for. 

In doing this, the national association has laid 
a fresh stepping-stone for an aggressive campaign 
of publicity on sanitary matters. The magnificent 
showing of the associational meeting in Chicago 
has added to the respect and dignity of the industry 
throughout the country. 

The meeting has been the means of cementing the 
units of the association in closer bonds of friend- 
ship. 

We are perfectly well aware that it is the prov- 
ince of the critic to call attention in a sneering tone 
to the prodigality of entertainment which attends 


many gatherings of this character. The critic is 
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that time that the enter- 


be advantageously 


to state at 


features 


accustomed 


tainment could dis- 
placed entirely by business sessions. 

Theoretically speaking, the critic might be right, 
but critics are generally long on theory and short 
on practice. The features of the 


Chicago convention taught the Chicago local asso- 


entertainment 


ciation how to serve and the visiting guests how 


to estimate and appreciate that service. The serv- 


ing of one’s fellow men is usually the last lesson 


DOMESTIC ENGINEERING 


Vol. LII, No. 2. 


The speech rang true and was the perfect combi- 
nation of insight and foresight. Moreover, it was 
a business-maker. Its message will be the founda- 
tion for many a plumbing business. 

The address of President W. D. Nolan was the 
report of a typical business man. 

It called attention to the culmination « 


t the in- 
surance investigation, and the advantages ior mem- 
bers of the national association resulting therefrom. 
It is to be hoped that these members will make it 





















to a Strenuous Week. 


learned by a human being. Any tactor which con- 


effective teaching of that lesson 


Had the 


meeting accomplished nothing else than the bring- 


tributes to the 


makes tor good. national association in its 
ing together of widely diverse units into an atmos 


phere of good fellowship, 1t would have accom- 
plished a great work. 

The assembled plumbers received a special im- 
petus and a broader vision of the future develop- 
ment of their business through the powerful speech 
of Dr. W. A. Evans, commissioner of health of Chi- 
cago, who forcefully demonstrated the necessity of 
sanitary installations in country homes, as a solu- 


tion to the “Back to the farm” problem. 
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The Guests of the Chicago Association of Master Plumbers Tho ught the Riverview Luncheon was a Most Attractive Termination 
Chicago Said, ‘“‘I Will,’’ and the Will Was Approved in the Intestine Court. 


their business to avail themselves of such advan- 
tages before the expiration of the vear. The special 
rates offered are contingent only upon a certain 
volume of business being done. So far the response 
has not been encouraging notwithstanding the 
manifest gain to be derived trom such low tnsur- 
ance-rating. We wish to warn our readers now 
that unless co-operation 1s extended to the ofhcers 


of the national association during the few months 
that fi the vear 1910, the favorable terms 
will be withdrawn and it will be an exceedingly 
dificult matter to get any other insurance company 
to make a similar offer as the failure of the Casu- 
alty Company of America to secure the necessary 


remain 
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business will have an undoubtedly deterrent influ- 
ence, 

Te report of the legislative committee on page 
20 of our July 2nd issue is of the utmost importance 
to every reader of this paper. 

The directing of legislation into proper channels 
is one of the most important works of the national 
association. What would be the result on your 
business if legislation making sanitation compul- 
sory under different conditions had not been enact- 
ed or if present acts to that end were repealed? 
[t will be readily appreciated that legislation of any 
kind 1s only secured by concerted action, and that 
the persistent vigilance of the legislative commit- 
tees appointed by the national organization from 
vear to vear 1s largely responsible for all the dif 
ferent acts which provide for the installation of 
adequate sanitary appliances. In conjunction with 
this, we would specially call your attention to page 
23 of our July 2nd issue, in which will be found the 
essay of James J. Wade, of Chicago, on “A Serious 
and Increasing Menace to the Health of the Na- 
tion.” This points the way to immediate action in 
every state tor the doing away of this menace and 
every plumber in the land should make it his busi 
ness to see that his state representatives possess a 
copy of this essay, and that an act enforcing its de 
mands be included among the next legislative meas- 
ures, 

The exhibit features of the convention were re- 
markable from their number and their attractive- 
ness, 


The illustrations in our July 2nd issue, showing 
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After Three Days’ Hard Labor, a Spread of this Kind is Surely 
in Order. 


? 


the different exhibits, convey in a graphic manner 
the desires and the efforts of the manutacturer to 
convince the possible purchasers of the merits of 
their appliances. The exhibit-rooms furnished the 
plumbers opportunities to discuss on the spot the 
leading features of the installations, and it also en- 
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abled manufacturers to glean trom the difterent 
questions asked, fresh opportunities for the devel 
opment of their products to meet special needs 
Such in brief, is the summarizing of the advan- 
tages of the national organization to the plumbing 
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trade of the Lnited States. Chev should be 
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On the Left You Will Note the Sanitary Props of the State of 
Michigan 


ficient strength to contribute largely to an increas 
# membership during the coming yeat The new 
officers of the organization are picked and trained 
men—-men of marked ability in their respective 
‘alities, men of good character, keen and of good 
judgment, possessing enthusiasm and aboundin: 
lovalty to the organization they represent. \Ve in 
vite our readers from every state to affilhate them 
selves with these men in the work of raising th 
industry throughout the line to a higher pl 
— >--> 
CONTRACTS AWARDED. 

\. C. Rahn, Nauvoo, IIl., h been awarde 
Ins nd heating contract 1 e J. H. Lie 
residence 

\. J. Riley, Charlestor 


ror the installation ot. new plumbing 
(Custom House Consideration $8,675 

Bernard Gause, Jacksonvill lill., has been a 
contract for the installatio: f a heating pl 
ounty building. Consideration $2,000 

The J. A. Williams Plumbing Co., Provo, Utah 

ured the contract for the installation of a heating and 
ventilating system in the new school building at I-phraim 
Utah 

\. P. Gillett, Peoria, Ill, has been awarded the ntract 
for the installation of plumbing and heating systems 1 


the new Y. M. C. A. building. which is to be erect 
that city 

The Salina Plumbing Co., Salina, Kat 
ed the contract for th nstallats 
svstem at the stat 
tion $20.000 

The Lockhart Heatine. Plumbing & Mt 
lll.. has secured the contract for the installati 
up-to-date plumbing system in the new Ary 
Sixth Ave. in that city. 

Herbrick & Lawrence, Nashville, Ten: have bee 
awarded the contract for the installation of an up-to-date 
plumbing system in Percy PD. Maddin’s residence on West 
End avenue in that city 


The Symmes-Powers Co., Sioux Falls, la. has beet 
awarded the contract for the installation of a steam 
heating plant in the Central school building at a con 


sideration of $6,500. 
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ADVICE TO CONTRIBUTORS TO OUR “QUES- overed that every section under examination was over- 
TIONS AND ANSWERS” DEPARTMENT. rated 


The manufacturer’s lists gave the superficial area as 8 


} yA 7a ys sq. f er section yu ‘e fc under 
ntribute to these columns by asking 10, 1244, 15 and 20 sq. it. pet tion, but we found unde: 
if 11¢) (> *§ Set erousts PTISWEeTIITIG questions asked wil! al very generous measurement all average shortage (7 1] 
' 4 . * . ¢ _— “2 ? ’ : . crl- "INlg " e ‘? - CO-C’ . } +) }. 
ielp themselves, others and us by noting the tollowing per cent, and the most glaring traud was a so-called 2 
~ ° ‘ 7 . - - - 
neweaticn sq. it. pin section, which actually contained 16 sq. ft. and 
' only 50 per cent of this was prime surface. 
Wo not write your question or your answer in too muc!l 
Nagi sidering » large z f indirect radiatic se 
aste It tends to illegibilitv. and a letter that cannot onsidering the large amount of indirect radiation used 
] ~ , . 1 hr M1TO 7 > . ? r ic rar r) : cr er c ere 
be read is as disappointing as a kiss over the telephone throughout the country this over-rating becomes a serious 


| ; matter, and I would like to suggest to the various master 
When you have written the letter, read it over car: 


| Th; plumbers’ associations that they consider the subject in 
Ihe 11s 


that you have not omitted any points 


ol 


’ 


| ; their future conventions for the purpose of formulating 
important, for the clearness of the problem in its 


some general rules, which would enable the steam-fitter to 


presentation or its solution may depend upon some ap ae ) 
purchase radiation at its true heating value. 


irently trivial condition. Many problems remain unsatis 


: , 11 “Domestic Eno os oe ae Sn Se 
ctorily answered because too much attention 1s given Will “Domestic Engineering” kindly invite a discussion 
, * naa of this « fect in ite cc e? 
to explaining the results and too little to the conditions this subject in its columns: 
der which the results are noted Philadelphia, Pa \. R. Coles. 
Se By 1 ; ] ’ ’ . ><; Se - 
VV rite plainly and on one side ot the paper Only it Is 


| whether the spelling is good or poor or METHOD OF CONNECTING RANGE-BOILER AND 
hether the sentences ar erammatically constructed or WATER-BACK AROUND A DOOR. 












































tt. The main thing is to keep each idea separate from 
the rest ind present all the ide iS, aS tar as possible, in ; a 
cite dated wedice Si ont wbretieiiel wealwemiines (Mk. te Iditor “Domestic Engineering”’:—I would be pleased to 
afer to paragraph every idea W recently received heat through Your valuable paper what Way mes consider 
etter from a first-class plumber, presenting what was in best to connect ad range to a boiler, the boiler being in 
tended to he a very clear anawer to a certain question, another room trom range ancl a door between boiler and 
nd his three page letter was composed of four sentences, 
one sentence taki . page and half. There were no periods, “TO HOUSE 
no semi-colons, no commas, no paragraphs and no capital fh. 
etter When we published it, it was in the hope, but ft ‘ee ' — 
not with the certainty, that we had correctly interpreted , [oe — | 
4 
{ Wc alin: a L oe | | 
\ssist your question or your answer bv a drawing | | | 
iereve4r possible, Ora series of drawings Give all names 
if the different parts of the drawing and sizes in clea: | 
‘ures. It does not matter whether the drawing be a | | | 9 
rough sketch or a finished tracing. If the lines, names | | 
| sizes are clear, our artist can do the rest. | 
In referring to specialties on the market, give the nam«e coin’ | | | | 
the company making it and the page number of thi WATER | | | 
italog which contains it, if possible. This saves us a | | | | 
rreat deal of time in hunting it out. Remember we get | | | 
many letters each week. In discussing plumbing problems | 
ceive all sizes and capacities and pay special attention to | WATER 
‘onditions. In presenting heating questions, state the | | . BACK 
sizes of roomis, exposures, condition of house—old or new, | x 
well-built or a “snide” job. It is not necessary to make a | 
drawing in perspective | | | 
In short, give us what vou would expect to get had you | | | | | 
to estimate the job. By doing -so, you will be able to ~~ Ee 
obtain the proper consideration of the question you may 
isk, or you will secure perfect comprehension of the an —— t + , 
swer you have furnished. rH x 
Sana Fig. 1. How to Connect Range-Boiler and Water-Back Around 


a Door. 
THE OVER-RATING OF INDIRECT RADIATION. 
— range so that the circulating pipes will have to go over 
Fditor “Domestic Engineering”:—The writer recently the door or under the floor to reach boiler. Will it be ad- 
had occasion to test several makes of indirect Ssteam- visable to put the hot-water pipe over the door and con- 
radiation, and in the course of the experiment, we dis nect to side opening in boiler or not? Hoping to see in- 
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form: t110n on this point 1 VOUT nent issue, I alm, VYVOuTSsS 
truly, 


Roonville, N. Y. 


We reproduce, for our subscribers’ benefit, a drawing 
Fig. 1) found in “Johnson’s Manual” and recommended 
is a practical manner in which to accomplish heating 
range-boiler under such circumstances. 

be sure and locate the draw-off at the lowest point as 
shown by letter x in this drawing. We would state that 
the higher the loop can be run (passing over the door) 
the more positive will be the circulation. Observe that 
the hot-water supply is taken from the top of the loop 

ietieen = 


ANSWER TO “WHAT’S THE MATTER HERE.” 


Kditor “Domestic Engineering’:—I notice “M. O.s” 
inquiry in the issue of April 23, regarding his trouble with 
a range-boiler which he installed and which fails to fur 
nish any hot water. 
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meen | 























Fig. 2. Sketch of M. O’s Faulty Hot-Water Job. 


There are several things ‘which might be the matter. 
In the first place if the water-back is of the ordinary) 
size, containing from 100 to 110 square inches of outside 
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Fig. 3. Sketch of D’s. Suggested Change. 


heating surface, I should consider it too small for a range 
boiler of 100 gals., which is, I believe, the size he said the 
boiler was. 
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With the most favorable connections I should not 
expect hot water to any great extent unless with a very 
hot tire and then drawn infrequently 


d only be connected to 30, 40 


Such a water-front shoul 
and 60 eal. range-boilers 

lf his boiler is connected as his sketch (Fig. 2.) 
shows, I should consider that it stood too low with respect 
to the position of the water-front. If it could be fixed 
as shown in Fig. 3, which I enclose with this letter, | 
think he would have no further trouble 


I suggest, however. a better connection (See Fig. 4.), 
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Fig. 4. Another Method of Connecting the Boiler. 


which he can easily try without raising the range-bouler 
from its present position. I notice that he has a very 
long drop tube in the boiler. Fhis should be shortened up 
considerably as shown in my sketches 
There are other changes which might be made to correct 
his difficulties but I will leave a chance tor others. LD 
++ 


THE DRY OR WET RETURN. 


Editor “Domestic I[:ngineering | de 1 consider 
dry-steam return, where practical, re economical than a 
wet return? 

Milford, Conn. 4. C. M 

? ] 


We turned this question over to our practical man and 
asked him to fix up an answer toit. Ile says, “I prefer to 
cet the condensation back to the boiler by the shortest 
route that I am sure will give good results. Whenever | 
am sure that it is practical to run a dry return I do so, 
and have believed that it gave. better results.’ 

+o 


ON VENTING THE SEWER. 


Editor “Domestic Engineering”’:—Should a sewer be 
vented at regular intervals where house traps are used? 
In a public sewer system I know of there is no way of 
getting air in as every connection is trapped and in mak 
ing a connection the foul air 1s indescribable 

Cal. B. B 


We should say that this was a very serious state of 


affairs This brings up the ancient question of traps 


ree 
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or no traps, only we thought that every one knew that 
when the house trap was used it had been the general cus- 
tom to provide a means oi ventilating the sewer, either by 
ventilating stacks or to have fresh-air inlets. The manner 
of ventilating the sewer through the perforated manholes 
has been objected to and the best authorities state that 
the closed sewer should not be tolerated. 
ese 


ECONOMY OF STRENGTH AND TIME. 





Kditor “Domestic Engineering’:—Too many times the 


team-fitter wastes valuable time when trying to make 


ip large mains. He will monkey around to find a pur- 
hase tor the chain wrenches, block one wrench (only to 


it fall down) or have the helper hanging on one of 


the wrenches, where he is jolted around and does little 
ood The pipe is never thoroughly made up when It ts 
t To¢ | { ] he nN f Iper a d sc le 
¢ Is € ~s | | 
ttle sketcl OW} ’ vith, | h endeavored 
{ ) ] be sent ho ( T 



































Fig. 5 Sketch Shows Position of Wrenches, Which are Both 
Same Size. Circles Marked ‘‘X”’ Are Different 
Views of the Same Pipe. 


time, while the titter and his helper both stand on the 
vround and have a chance to exert their full strength. The 
hai renche hoy 


the drawing (Fig. 5) are on the 
-_ 
i 


pipe opposite each other and vertical 


Phe tter and the helper stand opnosite each othe 
ne wrench holds the pipe or fitting trom turning, while 
+}, th pt rp ] ‘Te wU +} . | . ; . ( 1 1; °P ,? } 
ne other wt 1 Screws the otner pipe to its place »OT! 
tter and helper have a hand on each wrench and hold on 
vrench still while they work the other wrench 


In this way both men are on their teet on a good firm 


have every chance to use their strength fully 


ind @aslii\ 
Scranton, }? 1} {, 
— ><-> .--- 
I. ©. Hoar, Tecumseh, Neb., has sold his pump and 


plumbing business to C. W. Jones and G R. McMillen 
Mr. Hoar will go west and buy a farm 
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GOOD WORDS FOR OUR TOLEDO REPORT. 


Editor “Domestic Engineering’:—I desire to compli- 
ment you on your report of the Toledo convention. I 
honestly think it was the most sensible straight-to-the- 
mark report of a heating convention that has yet been 
published. I was much interested in the papers read. 
One thing in the report that struck me favorably was the 
absence of the usual lot of tom-fool notes in regard to Bill 
Jones and Tom Smith, which too often have in the past 
served to give the reader the impression that the whole 
‘Onvention was simply one grand boose-guzzle, and in 
that perhaps the notes are not far from giving the true 
spirit of the affair, but I submit that if it 1s desired to 
vet the trade to attend these conventions that the less 
of the undignified doings, which every convention presents, 
are given prominence in the tradepapers that more chance 
is there of getting the staid and reliable trades-people 


to attend | am quite well convinced that there is a 
large number of the trade who never attend conventions 
for the very reason, that the accounts have carried the 


mpression to the people, that the thing had | value 
to any one who had but little time to spare trom their 
business and no time to give to assembled horse-play 
(he dignity of your convention account was very notice- 
ible. Anything that detracts from the dignity of any 
convention, whether of ministers, statesmen, women or 
steam-fitters, in the published reports is a positive injury 
to that convention, no matter how for the moment it may 


hven up things. I want to congratulate you theretore for 


leaving all that sort of stuff out. The result is the indt- 
cation of the meeting of a serious body of men thoroughly 
interested in their work and presenting to those of the 
raft who were not there something seriously sidered, 
not a joke, or a junket, but something that every man, 
17 


7 


vho 1s at all interested in the line, will feel that he has 


ost something worth while by not being ther: 
Beltast, Me rR. Pierc 


->-s?> 
NEW YORK NEWS. 


the Central Foundry Co., manufacturers of fittings and 
pipes, has moved their New York office to 90 West St. 
] 


If the suggestions of Mayor Gaynor are carried out, 
that a new street, paralleling 6th Ave. be cut through 
from 14th to 59th St., the buildings of the United Engi- 
neering societies, the new Builders’ Exchange in 33d St., 


and quite a number of plumbing and steam-fitting shops 


ind offices will be among those that will be torn down. 

Master Plumber P. Heller, 72 6th Ave., has added a 
heater and furnace department to his business 

Governor Hughes, the past month, signed the new Em- 
ployers’ Liability Act, passed by the Legislatur: it pro- 
vides that an employer and employe can make an agree- 
ment regarding compensation to employees injured while 
in the employment of employers. Such an agreement 
will bar the employe to other rights of action at law 
The old system of suits for damage was expensive and 
unsatistactory, it is generally conceded. 

The Model Heating Co., at its 103 Park Ave. stand, 1s 
making a noticeably fine exhibit of boilers, radiators, tank 
heaters, etc. Trade continues quite satistactory 

The subject of public-comfort stations 1s receiving con 
siderable attention in New York, especially the signs to 
designate the male and female stations. 

Jacob A. Weisberg heads the new plumbing supply job- 
bing house of the Weisberg & Mularkey Co, 34 W 
113th St. 

I... P. Abernathy, Canton, N. C., is asking prices on a 
heating plant suitable for a new church building that cost 
$12,000. G. L. Preacher, Augusta, Ga., is in the market 
for ventilating equipment suitable for toilet rooms 





Modern Plumbing in Germany 


By Friedrich Wollner, Sanitary Engineer, Dresden. 


[n the capital of Saxony, Dresden, the beautifully situ 
ated town of art, where a large colony of Americans and 
English enjoys to live, a public-comfort station in the very 
center of the city was turned over to the public a few 
weeks ago 


\s one will readily notice trom the picture (Fig. 1) the 
exterior of the little building among the trees in the 
middl: ‘t the boulevard-like Street, called the “}riedricks 
Ring,” does not betray the character of its interior. This 
building in its design is a combination of modern archi 
tectural art and practical sanitary improvements It 1s 
the first attempt ot the “Rath zu Dresden” to better the 
sanitary conditions ot its numerous but old-fashioned 
public-comiort stations as shown in lig. 2, which wer: 


torn down, one by one, and replaced by modern ones Phe 





Fig. 1. New ®ublic-Comfort Station in Dresden, Germany. 


1 hit tor the excellent manner in which this ques 
tion was solved in our city is due to the head of th: 


** 
‘ 


Dresden building department, “Herr Baurat Oo use hi 
fticial title 

Through the courtesy of J. Erlwein, | am able to hav 
the plans reproduced in “Domestic Engineering,” and its 
staff may be proud of the fact that the illustrations and 
plans ot different public-comfort stations in earlier issues 
have been a great help to Gebrtider Wollner, who did the 
plumbine work, to get the gentlemen of the building de 
partment interested in sanitary improvements 

The building consists: of two floors, one below. the 
other above ground and a garret formed by a little curved 
root, covered with sheet copper. Fig. 3 shows the lower 
floor containing a switchboard room for some electric 


: | 


light main-cables, and the urinal-room. of which the ac 


companying illustrations. rig t ind oO, speak tort them 
selves 

Dow 1} to th: ? j CTT) €° «i ls | 5 1} by, ard Stair Wa\ : th 
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Fig. 2. Type of Old Public-Comfort Stations which have been 
torn down. 
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fhe three automatic tanks supported on strong bracket 
flush the urinal stands at intervals \s there are no 
mechanical parts to the tank outtit, only some kind of a 


’ 
i 


plunger with a small suction-pipe, the so-called “Clitt” 


valve, there is practically no repairing t 


be done im year 
to come. ‘The tanks are connected to the flush-pipe (run 
ning behind the tile-bricks) by brass bands. The counter 
nuts of the tank connections and the joints of the lead 
flush-pipes are neatly covered by brass escutcheons. Th 
outlets of the flush-pipe are spreaders of gun metal 

To save the large tree, seen in Fig. 1, the foundation 


] 1 
‘ 


wall had to be run on an angle of 45 d 


eg., partine the two 


rows of urinal stands shown. Fig. 4. One main root 
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the tree had to be cut off anyway, but it is hoped that the toilets for men and women. Like the stores, these 
this very rare tree will grow on and help beautify the toilets are rented out and the rent the city collects will 

nery of the boulevard. This shows how much pain 1s pay back the cost ot the building within a tew years. 
iken by our architects, in laying out their plans with hus the erection of this public-comfort station turns out 
reyards to artistic taste. to be a clever investment of money. 

()pposite the six urinal stands there is an oval wash- The dimensions of the toilet compartments are cut down 
basin which in its design matches nicely the shape of the to the lowest possible figure, 3 ft. wide and 5 ft. deep 
rinals. It is supplied with cold water only and con- They are fitted up with vitreous wash-down closet bowls, 
nected to the waste by a 1!4-1n. brass trap with escutcheon oak seats, cast-iron tanks (interior enameled), nickel- 
to the wall. Special attention is called to the entire smooth plated chain with pull and instead of nickel-plated brass 
urface of the faucet, the top of it being covered by an flush-pipe, galvanized iron pipe made out of one piece 
<tra smooth-up cape to do away with all the sharp with offset to the tank and bend to the bowl are used. 
dges. ‘There is a looking glass above the basin and along These bowls differ from the usual type in the manner 
side ot ita SOap and towel delivery machine with a towel they are connected to the soil-pipe, as one Can Se@€@ at a 
basket underneath fastened to the wall. The room is glance on Fig. 7. Having the connection between bowl 
not under steady care, but washed and the brass polished and soil-pipe made in this way isn’t a bad idea, and it 


very day early in the morning solves the problem in closet-bowl connections to some 


Fig. 6 shows the layout of the upper floor. There are extent. 
mart « t the building. one occupied The soil pipe is brought up through the ceiling hub just 
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two stores in the front 
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Fig. 3. Plan of Lower Floor of New Public-Comfort Station in Dresden. 


by a florist, the other by a book and newspaper seller, above floor-level, and the bowl] set and screwed down 
who also has charge of the public telephone pay-station to the floor. The joint may be made with oakum and 
adjoining the store. The arcade-like front of the store marble cement or tar. This does away with the lead- 


bends which are very objectionable in concrete ceilings 
thought in itself not to mention the fact that those four because the cement of those ceilings will gradually eat 
columns (see Fig. 1) carrying part of the roof make the away the lead. Although the rules and regulations of 
our city does not call for this kind of bowl, they are 
very much favored by the building department and there- 
city jobs. Copper-lined woode: 


keeps buyers out of the wet on rainy days, a very lucky 


building look picturesque. 


bi ee 


In the rear of the house, just above the urinal room 


are the toilets, two for men and three for women. The fore mostly used on 
entrances to them are on opposite sides. There is a little tanks are not used to such an extent here as they are in 
oom for men and one for women, both of which lead into \merica, because they are too expensive. The reason 


the water-closet compartments. These rooms are fitted for this is that we have to import nearly every pound 
up with small wash basins, cold water supplied and con- of copper and we do not have the splendor of the forests 
This is the explanation in a nut-shell 


nected to the wastes by 1%-in. brass traps. There is only ot the United States. 
why Germany stays behind in regards to its sanitary im- 


one toilet for women which may be used free of charge, 
products as all kinds of metal, 


the use of the rest costs 10 pfennig, or about 2 cents. provements. The raw 
The money is collected by the female attendant who keeps clay and wood in this country are more expensive than 
the toilets in clean condition. She has her room between across the Atlantic. There are many things which should 
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Room on Lower Floor of Public-Comfort Station in Dresden. 
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This View Shows 


Another Corner in the Urinal-Room. on the Lower Floor of New Public-Comfort Station in Dresden. 


Fig. 5. 
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but left alone because it is a 


of money, and plumbing at large is, I am sorry 


be done differently 
matter 
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o say, the stepchild of many of our architects. But there 
tendency to improve the conditions, and although one 
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Fig. 6 Plan of Upper Floor 
rather unthankful task to arouse the in 
ur builders for sanitary work we are neverthe 
ing ftorward lt we only had a magazine like 
Domest Engineering’ which would encourage’ our 
] ey rf as we say 1 German, “I[nstallateure,”’ to 
it their work on the basis of sanitary principles. It 
‘e not yet taught in this country of thinkers— 
untry of schools. We don’t have an instructor like 
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Fig. 7. Type of Water-Closet Installed in Dresden Public- 
Comfort Stations. 
my teacher Mr. Delahanty of the New York Trade 


School. 
excuse the switching off from 
referring back to 9 


The reader may kindly 


the subject and follow me by Fig. 
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showing the layout of the sewer. It differs from work in 
New York City inasmuch as there is no main trap neither 
a fresh-air inlet-pipe. Efforts to have them put in were 
in vain, and in place of the trap we were compelled to put 
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in New Public-Comfort Station at Dresden. 


ad SU-( alled 


a cleanout lined with a layer o 
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Fig. 8 Automatic Back-Water Valve in Dresden Public-Com- 


fort Station. 


opening of the fitting closed by a cover which is secured by 
a clamp and screw. This fitting has to be put in on every 
job just inside the front wall easily accessible so the inspec- 
tors from the sewer department will have no trouble to 











July &, 1910 DON 
open the cover and examine the cement layer or to clean 


the main drain which is put in by the department. 


If any considerable amount of acid is discharged into 
the house-drain, for instance, from drug stores and the 
like, it will be noticed by the condition of the Revision 
stuck and remedy asked for from the landlord, who may 
be held responsible for any damage to the street sewer 
caused by neglecting the laws. Like in western cities it 
is claimed by our city authorities to be more beneficial 


sewers to have them ventilated through as 
the 
street being supposed to serve 


to the public 


many house-drains and soil-lines as_ possible, holes 


ot the 
as tresh-air inlets. 
The 


sewer-covers in the 


marked “b” in 


other fitting, 


back-water 
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sewage of the city after being purified to a certain degree 


discharges into that stream a tew miles below the town. 


\ new public sew: system will be opened next summer 
This has been under construction for years and has cost 
about 30 million marks hese figures show how dithcult 
it must have been to solve the problem of the city sewage 
disposal. The sewage has to cross the river by the way 
of a main and a by-pass. Tucker pipe—the main meas- 
uring 7 ft. in diameter, the by-pass channel 4 ft.—is used 
on this system and both rest in the river bed. Of course, 
there is very little pitch to all the main sewers as the 
river itself has little. All this explains why we have to put 


back-water valves in some ot the houses with plumbing 


level 


the 


fixtures tar below street 
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Fig. 9 Sectional 
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valve working automatically which may also be closed by 
hand by giving the wheel (see Fig. 8) a quarter of a turn 
This valve is only guarding the two lowest outlets tor the 
urinal stands It had to be put in because the street 
sewer lay only 2% ft. lower than the floor of the urinal 
room; during a heavy rain the water backs up and would 


flood the comfort station. This may not happen in years, 


but is lable to occur any day and has been noticed betore 
in other houses in that vicinity lt is a nuisance but can 
not be helped, as Dresden, or more correctly, half of the 
town. is built on ground that rises not high above the 
average water level of the river Elbe, and of course the 
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View of Dresden Public-Comfort Station Showing Arrangement of Plumbing Fixtures. 


about the piping of the public 


There little lett to say 
comfort station as the foregoing plan, Fig. 3, and Figs. 9 
and 10 speak the language best understood by every 
mechanic The sewer which is run outside of the build- 
ing carries away the rain water and ts trapped. Whatever 
sediment may collect in that trap, Fig. 7, b, can easily be 
removed by the perforated pail 

The cast-iron pipe used is of extra-heavy grade, tarred 
both inside and outside, and calked together with oakum 


and lead. It is not customary to use extra-heavy cast-iro! 


drains. soil and wastelines in Dresden and many 


\s a 


fe Tr house 


other cities rule, light pipe ts used, even on ci1tv 





lcasuring 


ind onl 


t nein et. 


government 


and 


galvanize d 


jobs, and vent 


sheet zinc, especially on private buildings. 


iron-pipe. 
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lation pipe is made out 
However, 
on this little public-comfort station the ventilation pipe is 
run up through the root in cast-iron and back-air pipes in 
| There are only 


3 ft. of 2-in. lead waste used to make it a good 


lasting job, because 


evcry 


makes 


mend our shop, and of 


. 
t 
i ¢ VV 


were never 


crew ferrules for clean-outs. 
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Another Sectional! 


the 


-looking 


pipes 


recesses 


inch of the tin-lined lead and the lead-pipe. 
will recom- 


course the public in general will 


tr) get 
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get interested in modern neatly done plumbing work. 
thin 
tin the market, for instance sanitary T Y’s. 


specially made as they are 
These fit 


-yperee 


View of Public-Comfort Station at 
Dresden. 


cfore in Germany, neither were cast- 
Threaded drainage fit- 


are not known in this nor in any other of the Euro- 


countries, becaus« 


TIC 1s 


‘i 
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they are 


iT Eo] 


not needed, as W rought 
in the old 


sizes of the pipes on Plan lig. 7 and 8 are given in 


iillimeters, a 
\bout 
1 inches 
measuring 100 


millimeter 


millimeters 


being 


tillimetet 


part of a 


A pipe 


inner diameter is about equal to our 


not saying too much that the building, taking it 
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$ the initia 


grounds 


fli r0)T 


It 


11 P 
In all, 1S up-to date, as it 1s 


‘unning expense. 


t followed. 


altogether, 


well ventilated and lighted 
y the heating plant may be missed by the critical 
first planned but dropped on account 
Our advice to have 
steam-pipe run over from the nearby city hall on the 
heating ot the 
two stores 


the attendant’s room are heated by small coal stoves 


Ti? at 
inay be done by the storekeepers or the attendant. Dur- 
the 


Ssunimer 


time ror 


months this 


cooking 


small gas 
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stoves, provided only for this purpose. ‘There is no gas 
pipe run to light the house, but electric wire to every 
room and to the different entrances. The meters for the 
electric current and for the gas are placed in the little 
room underneath the stair on the wall above the Revi- 
sionstuck. In this room the attendant of the _ pissoir 
keeps his pails, brooms, tools, etc. 

To secure steady ventilation of the urinal room, a 
separate vent-shaft is run up from the ceiling to the roof. 
Zesides there are three windows, which may be opened 
any width and adjusted, and furthermore with every visitor 
passing through the swing doors part ot the air is re- 
newed. 

In closing my contribution, I must say a few words in 
general. As I stated before, it is a rather hard nut to 
crack to get a builder or owner of a house interested in 
real sanitary plumbing work, because it will cost a little 
more money and besides the rules and regulations don’t 
compel him to have such work done. 

Being alone in the field to advocate sanitary improve- 
ments makes it hard for us to compete in many cases. 
Some other installateur (or tinsmith who is also doing 
plumbing work) will come around and say: “Oh, this 
job can be done much simpler and of course cheaper too.” 
lt is the opinion of many an architect and of our fellow 
tradesmay that nicely shaped fixtures with nickel-plated 
trimmings will do, and they never care about the piping, 
because they don’t consider the proper trapping and vent- 
ing of the plumbing system very important. I take this 
from actual experience too. Only a short time ago we 
had to overhaul the new plumbing in a cottage which 
was done by an incompetent tinsmith. The smell in the 
house was something fearful, and no wonder. There was 
no trap to the bathtub, insufficient traps to other fixtures, 
ind some of the ventilation pipes omitted, but character- 
istic of what I mentioned before, the whole lot of the 
fixtures were of a very expensive grade. We did the 
best we could to remedy the nuisance. The trouble it 
caused will certainly never be forgotten by the builder 
and the owner of the house. They will enlighten their 
friends on this point, and in that way help to influence 
the public for better sanitary achievements and urge that 
it be done by competent men. 

Estimating on a job differs quite a bit from the way it 
is done in America. Our architects will give the plans 
to only one plumber who will make out a list of the 
material needed and all the other competitors only have 
to fill out the space on the list, that 1s, write down the 
prices for one meter of such and such pipe, make so 
much for the number of meter of the given quality and size 
of pipe and so forth. Specifications are not given, and 
regulations are not as strict as they should be, and last, 
but not least, the plumber is not compelled to test sewer, 
soil or waste lines. I don’t have to picture the results 
of such a scheme, but nevertheless, there is good work 
wanted by some of the builders and to those we don’t ap- 
peal in vain and one of my next contributions shall prove 
it, too. 

——- +e 

i, Ee Nesbit, Omaha, Nebr., has resigned as western 
representative for Giblin & Co., Utica, N. Y. Mr. Nesbit 
has not yet announced his plans for the future. 

W. P. Longworth & Co., 1 N. Seventh St., Richmond, 
Va., have added a plumbing and gas-titting department to 
their steam-heating and power-plant business. They would 
like to receive catalogs of plumbing supplies and gas 
ixtures. 

City Engineer Dewey of Long Beach, Cal., has revised 
the plans for the public-comiort station to be erected near 
the Pacific Electric depot in that city. The building will 
he of reinforced concrete. The cost is estimated 
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July 9.—I got my tools together vesterday, but the 
boss kept me “jobbing” and we had no chance to get 
up the stuff for the gas job. So I got up at 6 a. m.,, ate 
breakfast and was at the shop at 7 o’clock. Gee, but 
that was a pull on me. These nine and ten-hour jobs 
don’t look good any more. 

Went into the dark greasy, smelly old shop with the 
fies singing in a wild key as they struggled among the 
cobwebs in the windows, and tried to muster up energy 
to start in on the job with a good heart. 

It would not come—that energv—and [| know that | 
will stay but a short time here. My helper arrived about 
7:10 and said 


‘ 


‘what’s doing?” “Darned if I know” | 
answered. “The boss didn’t leave any plans with me, 


d pipe for 


but I guess we'd better get out the fittings a1 
the gas job he spoke of.” 

So we proceeded to look for the fittings with which 
to put in the job. Now gas jobs run pretty much all 
the same. You have a bunch of pipe, generally from 


hy on the smaller sizes, 


4-1n. down, but the shop was s 
so we passed it up until the boss got in, so we could get 
an “order,” putting in the time finding a supply of street 
ells, crosses, caps, couplings, plugs, drop ells, straps, et: 
and certainly the shop was properly on the bum for fit 
tings. 

After we got all we could find I had the helper start 
to put the tools in order and was making out a list of the 
stuff we would probably need when the boss came rush- 
ing into the shop. “What the Hades are you fellows 
doing here at ten o’clock” he cried, “why ain't you o1 
the job and a-slinging in the pipe? You ought to hav 
the things there and started by this time.” 

Now I never jump for a boss. It’s a poor thing to do. 
and makes him think that you are afraid of him, and 
so I took my time to answer, but I gave him a good 
one when it came. “What would we work with when 
we got there?” I said. “There’s nothing on the job and 
the shop 1s shy of half the stuff to do any ordinary jok, 
let alone your telling us anything about this one in par- 
ticular.”’ 

But it didn’t do any good. Most of these bosses are 
more or less “nutty” anvhow, and he had to do a certain 
amount of kicking to get in running order. it seemed. so 
| let him run down and when he had got blowed off | 
alled for an order and started the helper after it and 
isked for the wagon 

We got loaded and started for the job at about 11:30, 
arrived and got unloaded at about ten to one o'clock 
“What shall we do now?” asked the helper. “Eat our 
lunch and wait until ten to two exactly by the watch,” 
| said. “Nine hours he pays for, and nine hours he 
vets.’ 


, 


We got the bench set up in the atternoon and the fit 
tings sorted out and placed so we could find them and 
laid out the lines according to a rough plan which 


the boss gave me at the last moment. as I left the shop 


A PLUMBER’S DIARY 


BY PHOENIX 


}ob just as cheap as he can He's got a lot of old fit 

tings and what we had to get extra he had me get black 
fittings instead of galvanized Ile sure will wish that he 
had not, when the job comes to be tested out and we 


i davs chasing round to hod the le iks 


spend a couple 


So put the helper cutting the notehe S in tile beams, 


as the floors were not down in the house, and I ran 
over the lines and Sot ll of mv measurements ind 
proceded to get busy cutting them up, while he made 
ready for me to run thi pipe | never bother to throw 
in any pipe until I have a good bunch all ready to sling 
together, as it makes a better showing, and at th Tht 


time vou can work at the ben h longer and Sal Vt so mucn 


running around for nothing So. as iil-luck would have 
rE. hetore | had gy OT iny pip up to “make showing” 
the boss came along From the way he talked | guess 
he'd been tin the habit o eeing robs ro tovethet piec 
meal. Had a whole lot to sav about ‘laving dow: 
him” and the usual bunch of talk that goes ith the ld 
SOT] 

Li did not have hie id enough to se that whet | 
started to put things together | would be several hours 


head in the game, nor did he hang on to his temper 


i] 7 Walt to see whether ( | is on to my rob. hyit 
must kick, kick, kick all the tn The kicks mav com 
to him. when we come to test out. tor 1m those bum 
ittings rf ak, As | know thie im gome to | him 
where to head in at, good lenty, 1ob Or no job 

July 12.—I was workin, t the bench to-day whet 
some one caught me suddenlv bv the shoulder, an 


turned around there was “Little Jimmy,’ as we us 


ill him. Had not seen him for over a year, and ¥ 
vlad to see the little tiger on nIor 
lle’d been the rounds and tailed to land a job in tli 

own and was “broke”, so I had him wait until quittin 
time and go down to the house with me and stay ov 
Sunday. as it was Saturday night Che gas job will 
l eady to test on Mi mnday (>] Lure sday, ana | think 
he leaving about then. Mavbe “Jim” will wait a da 
wo and we can go on somewhere else and hit a job 


the same shop and work west togeth 


Sunday.—Jim and. [ had rood long visit today ac 
avs that he is roing to get out west of th by 
pretty soon and catch on to the fall work, and 


made up my mind to go with him and see 1 th 


ern fellows are any different l am sick of thi 
this country and [ll wind it up ith thi 
tow! 

->-? 

P. J. Liddy & Co., Merid: (oni have the contract 
ior hitting up two new bath rooms tor |] ( prow 
broad street They also have tl contract tor two bath 
rooms for Fred Weber on Linslev avenue, Meriden. 

Only one bid was received in answer to the advertise 
ment of the town of Edgartown, Mass., tor proposals for 


furnishing a heating and ventilating plant for the South 
choolhouse. The bidder was the Magee kurnace Com- 
pany, of Boston. whos bid was made through the local 
epresentative, Arthur ©. Vincent. The contract will prob 


’ 


v be awarded to that company 
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St. Louts, Mo., was the meeting-place of the American 
society of Heating & Ventilating Engineers on June 30th 
and July ist. St. Louis presented its usual grilling atmos 
pheric conditions and heat without ventilation was a com 
mon topic 

The headquarters were at the American Hotel, the ses 
sions being held in the theater building adjoining. Over 
70 members were in attendance and the meeting, despite 
the unfavorable climatic conditions, was a profitable one. 

\utomobile trips were provided tor the ladies, a society 
dinner was enjoyed on Thursday evening and a general 
ivht-seeing trip im automobiles terminated the meeting 
on Friday afternoon 

The opening session under the guidance of President 
Hotiman took place at gavel-rap at 10:30 a. m. The presi- 
dent delivered his semi-annual message of good-will and 
encouravement 


President Hoffman’s Address. 


\s the president of the society | extend to you greetings 
and words ot appreciation on the evident increasing in 
terest that is being shown by the individual members and 
their friends in the affairs of the society. It is not only 
fair and proper to ¢ onvratulate you upon your past record, 
but it is fitting at this time to felicitate with you upon the 
prospects of the immediate tuture. The membership of 
the society, its officers and commiutteemen, have all had a 
part in advancing the good name of the society and have 
placed it in a position where it 1s doing good work. As a 


result ot this, the growth of the society has been steadily 


upward \t the last annual meeting there were a total 
of 367 members in all grades. Three failed to qualify and 
seven resigned, reducing the number to 357. Of this 
number 14 were dropped tor non-payment of dues, giv 
ing a net membership of 543 preceding the last ballot, 
which, with its 29 new names, makes a total enrolment at 
the present time, m all grades, of 372. This 1s the largest 
enrolment in the history of the society 

In addition to this the secretary has received seven ap 
plications ior memibe rship since the ballot went out, three 
of these beine from St. Lous. A number of men, not 
identified with the society, have been asking concerning 
membership and have expres sed a decided interest in tavor 
of the society and | have every reason to believe that 
before the end of the year our membership will reach above 
the 400 mark. With all our ambition to increase the so 
ciety's membership, however, it is not alone the number 
of men that we are lookine for. We want numbers to be 
sure, but with the numbers must come the quality. The 
strength of any society is not so much in its numbers, as 
in the spirit and the enthusiasm of its members. Con- 
cerning the financial resources of the society the treas- 
urer has about $1,500 on hand. $1,200 are still to be paid 
in on Old membership dues and the new ballot brings in 
$750 more, making a total of $3,415, which shows that our 
organization is nm rst class condition. 

| feel called upon to-day, even though | am saying the 
things you already know, to speak of the position the 
society now holds in its relation to the general public, and 
the accompanying possibihties tor valuable public service 
\s members of the society we all have a just pride in tts 


advancement. It has accomplished many things, but the 


opportunities just ahead are now greater than ever before 
\s a farmer when he wishes a crop. tirst prepares thi 


field, so, giving due credit, these opportumities are pre 
om 


senting themselves to us. in large measure. because of the 
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forces set in motion and the agitation caused by the mem- 
bers of this organization in previous years. Reforms are 
now working that a few years ago gave little if any evi- 
dence of fulfilment. Public opinion is now, however, 
tuning up to the pitch where it is asking for information. 
The public health and comfort is a subject that was never 
<9 much discussed as now. 


A tew vears ago the engineer with advanced ideas was 


always met with the statement, “The old methods are good 


enough for me,” but now the attitude is, “Isn't there some- 
thing a little better?’ The old expression, “you will have 
to show me” is giving way to “We want information.” 
To be convinced of this fact one has but to read the 
daily and scientific papers. The campaign of education, 
abitated first by specialists, is now being assisted and 
backed up by those who are not specialized in the work, 
but who nevertheless are interested in the public welfare. 
| can see that the influence of this society has been very 
marked in having caused, in a quiet way, a very great 
amount of this change. 

Our organization has for one ot its fundamental prin- 
ciples the preservation of the public health, and hence the 
society is naturally regarded as the organizer and leader 
in such movements as will bring about such results. To be 
effective this organization must be united, to a man, in 
advocating principle for principle’s sake. Private gain is a 
splendid thing and it is right that every man should look 
for his legitimate share, but the cause of humanity is above 
the cause of any one man. The public confidence is ob- 
tained and held only in so far as the public is convinced 
of absolute sincerity to honest principles. 

It is safe to say that these reforms for the benefit of the 
public health and comfort do not come by chance, but 
rather through the untiring efforts of many who enter the 
work with the idea of sacrificing some personal gain 1n 
a business way. The whole remuneration in such a case 
should be, the satisfaction of having done a good and 
beneficial thing. We have two extremes. one, living 
for our own pleasure of living, the other, living for the 
pleasure of seeing the other fellow live. A good many 
men in this world, ] am sorry to say, live on the first 
plane and only too few upon the second. A happy mean 
existS between these two cxtremes, wherein one takes 
enough of his time from those things that are somewhat 
selfish and personal and uses it with the same strenu 
ousness towards improving conditions for those who are 
less favorably placed. Such principles as these, when car- 
ried out, develop what we call public-spirited men, and 
may be known as philanthropy. but I prefer to call it 
just plain every day fair play. 

To illustrate my point, we have merely to refer to the 
one topic which is so universally discussed at this time, 1. 
¢., pure air. The general public has never before been so 
thoroughly in sympathy with the idea that this is probably 
the greatest health-giver at our command, and that all 
nersons, no matter what their occupation, should be so 
surrounded with conditions that they will have an abun 
dant supply In this free country of ours it would be 
rank heresy to speak of the employer as owning the em 
nlovee. This would be taking a step far backward, but 
[| venture to say that in very many cases, 1f the employer 
actually did own those who worked tor him, he would 
pay more attention to their personal welfare than 1s done 
at the present time in some of our closely-crowded work 


shops where men aud women are compelled during one 
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third to one-half of their entire time to forfeit that greatest 
of blessings—pure air 

! wish to congratulate the society and particularly the 
committees working upon this subject, and to express my 
contidence that such work will be effective \s an organ 
ization you stand for just the things that have been men 
tioned above and it 1s a credit to this body to see the un 
selhshness with which the work is being done Phe suc 
cess of your efforts is not always what you expect, or 
what you deserve, because your energies are directed 
against customs of long standing, but my advice is t 
keep everlastingly at it and you will be surprised at the 
results. No man expects everything t 
no matter how hard he has striven. [| am sure it would 


» come his way, 


be unfortunate if such were the case, because he would 
soon lose his keenness of observation and his generalship, 
from such easily won successes 

Another line of work which falls within the scope of this 
society, but unfortunately a line upon which little has 
been done as yet, is that of research work under the direc 
tion of the society. This would require a fund of the 


society Ss money set apart for purely research work ie 
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proposition is a good one, as probably most of us would 
agree, but so far the funds have not been available. Much 
valuable research work has been carried on by individuals, 
to whom we are greatly indebted, but there are many 


purely scientific investigations that do not appeal to the 


individual that would be great additions to our fund of 


information, if we could but provide for it through the 


society’s committe: | do not know whether or not we 


‘ 


have arrived at the point where the members are suth 


ciently enthusiastic to propose that such a fund be started 


or not It is a subject nevertheless that will be worth 
ur serio consideratiol 

Finally, | wish t 11 the ho hat ll m 
this meet he me : | | profitabl mime 
1¢ tin Cl i ' i 

\fter the president's address, Mr. Macon oi Ne Y ork 
reported (oT) the hard vor th i] t he Ni \ VY ork rh mMmbers 
had l cle Fav ¢ trv ‘ ] rile t1| } 
‘ccheme for properly ventilating all publte buildings in 
the state of New York. together with factories and such 
like buildings The state legislature of New York had 
put a proposal on a purely carbon-dioxide basis, which did 
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not meet the approval Ol the members ot this society, so 


inembers of New York endeavored to improve the bill 


and a new bill will be submitted at the next session ot the 


legislature that will more nearly meet the requirements 


of this society The efforts of the New York Committee 


Jc 
—- 
“ 
* a 


were spoken very h \ir. Elale ot Chicago and 


Mr. Wetmshank of Indianapolis, who reported very favor 


7 


' 
ably on the conditions relating to public ventilation in the 


’ 


- - ' 
state of Indiana, and said that in that state the heating 


and ventilating engineers had the hearty co-operation of 
the Indiana State Medical Society and the Board of 
Llealth rt every large City 11 t he state Several oft the 
members advocated steps being taken to educate the pub- 
lic to the importance ot thorough and efficient ventilation 
Mr. Davis of Kansas City spoke of the necessity of legis 
lation in Kansas City. Mr. Byrne ot St. Louis and Mr 
Witt said that although the law in the state of Missouri 
is good, it is not so thoroughly enforced as it should be, 
and the same also is true of the state of Massachusetts 
It is hoped that co-operation with the Boards of Health 
in the several states will help considerably Mr. Hal 
reported that the Illinois Medical Society was co-operat 
ing very heartily with this society, and the Illinois Chapter 
had a special committee working together with a com 
mittee appointed by Dr. W. A. Evans, the health com 
missioner ot the city of Chicago, endeavoring to form a 
suitable basis on which to tound a ventilation ordinance 
that would be tor the public benefit in Chicago. 

Krank K. Chew contributed a paper, read by Mr. Macon, 
on “The Function of the Society and Its Achievement,” 
lt emphasised the fact that the literature of the society 


represented the work ot only about live per cent ol the 
membership and called for greater co-operation in this 
regard. Mr. Chew placed the mantle of responsibility 


for the society's tuture growth and importance on the 


shoulders ot the newer and younger men of the organiza 


tion. The triumphs of the past are no criterion tor the 
success of the future. 

One ot the topics discussed was “The Relative Merit in 
Ktheiency and Sanitary Effect ot lFurnace-heated Air and 
\ir Heated by Steam or Hot-Water Radiators.” The dis 
cussion was led by Mr. Byrne of San Francisco, who spok 
of the requirements of the school board of San Francisco 
specitying that no boilers or heating furnaces be placed 
in the basement of the school-buildings. Mr. May and M1 
Lewis both said that not much actual data on appliances 
o thi 


same apphances as would be otherwise used for a steam 


for heating school-buildings by hot-air furnaces, usin 


iP ~ ona ‘ P ] ’ 
piant, were obtainable, ind tf vas decided to endeavor to 
vTT . ‘ } \ \] ' 
secure some data on this subject \hy VE che kay suveested 
, . | ‘ , 
that these qata,. 1] possible, rye" preseqltedqd i Tine rent mMieet 
ing \t this point Prot 1 Kinet mtroduee 
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pated in by most of the attending members. The data 


given and the tabular matter will be a valuable addition 
to the society s recor 

fhe topic for discussion, “The Proper Sizes ot Man 
tisers and Connections in a [Forced Circulation of Hot 
Water Heating from a Central Plant,” was referred to 
pecial committee \t this point the meeting adjourned 


till friday morning 
The Friday sessions commenced 1 1 interesting ma 


er ds tive pre sentation of the following subject " «act 


ron Iflot-Blast Heaters—New Methods in Testing and 
Nev Vath matical Formula Used Plotting { harts and 
Ficuring Results”; the topic was handled in a most abl 
bv | ( Souls The paper des ribed the exhaust ‘ 
tests conducted la vinter on six cast-iron blast-heate: 
t Buffal ) heir result: ere mcorporated 
mathematica! deduct on, vhich., the utheor claimed is lf 
the rst time a proper representation of the theory ot 
onvection ot heat Photographs, diagrams, charts 1) 
urves were used to make the description clearer. [The 
onclusions drawn by the author as a result ot this test 
ing work were presented in a concise ner and formes 
the basis of sessional and lobby discussion 
Professor Kinealyv testified to the value of the tormul 
viven ly \h1 Soule, nnd thought they would be a vet! 
valuable addition to the data of th SOCTETS James A 
Donnelly also spoke of the relative value of the papers. 
ind it was decided to have the papers printed containing 
thie TOT tlas 11) larg: rYDe. f that r €ay ay more eCastit' 
read weaLe Folin ved 
lopic No. 7. “Thi \ir-Washet iderable of at 
airing, Professor Kineal Mir. Zelweeen and others tal 
part. Considerable experiet btained from. tli 
previous installations were contributed by them, and mucl 
Mire valuable matter will be ove) Ta) the Oy ety in t hie 
course of time bv others interested in thi erv interesting 


subject 

On the evening of June 30th, members and triends met 
at the banquet in the American Hotel, and the chair be 
Ing taken by | I) Hottman. pre sident of the society, whi 
said that no doubt the visit of the society at St. [outs 
would result in beneficial results to the society and to thi 
members in St. tom Mr. Kinealy, Mr. Byrne and other 
St. Louis members also spoke and expressed the pleasure 
the, had received al c| thie profit the, had Olt Livie d bv the 
additions to the membership of the -OCcTeLy 
Mr. Lewis gave a prophetic vision of what he conceived 
t., be the next semi-annual meeting place of the society, 
which seemed to meet with a very hearty approval of all 
those present. Everybody hoped that Mr. Lewis’ dream 
would come true. The vision involved Sam Lewis in nau 
tical attire and possibly the members taking turns in ex 
perimenting with forced-draft under marine boilers. This 
dream may be realized if the Chicago “live wires” ar 
given free rein 


L'pon motion the following new members were added 


to the society’s roll of membership 
FE. E. Baker, Kewanee, [I] J]. Bidwell Blake, 1618 
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Monadnock Block, Chicago, III Herbert II. Brooks, 
738 W. Gray St., Elmira, N. Y. Frederick Kk. Davis, 
218 Bond Bldg., Washington, D. C. Wm. F. Devendorf, 
155 East Ave., Rochester, N. Y. John E. Edwards, 
\llentown, Pa. Robt. L. Folsom, 19 Speedwell St., 
Dorchester, Mass. Ekdward E. Fox, 103 Park Ave., 
New York Harry E. Gerrish, 805 Met. Life Bldg., Min- 
neapolis, Minn. Chas. A. Haslett, Perry Bldg., Philadel- 
phia, Pa 


b. R. Hull, Manhattan, Kans Henry H. Lee, 26 
Matloon St., Springfield, Mass. A. B. Marshall, 103 
Park Ave., New York. Harry B. Matzen, 713 Garden 


St., Hoboken, N. J. Charles Morrison, 35 Laurel St., 
Walter B. Pelton, 9 Willis St., Dor 
hester, Mass. Chas. L. Pillsbury, 805 Met. Life Bldg.. 
Minneapolis, Minn. S. Whitmore Robinson, 17 Han 
over Sq., London, W., England. John D. Small, 503 
Fisher Bldg., Chicago, I. Wm. R. Heick, 142 Eighth 
Ave., No., Nashville, Tenn 

Chas. H. Staten, 100 William St., New York, le 
[foward Underhill, 30 East 22nd St., New York. E. A. 
Vivarttas, 425 Westfield Ave., Elizabeth, N. J. 
B. Wallace, 300 No. 4th St., Lafayette, Ind. lf rederick 
A. Wilson, 79 Chambers St., New York. llarry de 
Joannis, 325 Dearborn St., Chicago, III John Klingler. 
Ir., 1422 No. 57th St., Philadelphia, Pa bred A. Leland, 
i164 Wilbraham Road, Springfield, Mass John J. Me 
Hale, 105 Park Ave., New York. W. Harwell Allen, P 
() box 298, Nashville, Tenn 
900 Park Ave., New York 


\lelrose. Mass 


George 


(;,eorge [. Grimshaw. 


LIST OF ATTENDANCE. 

J]. D. Hoffman. Samuel R. Lewis. 
John | Llale. G M. Stannard Theadore Wein 
hank. I’. V. Clarke. M. Morine. D. Stern. W 
Richard W. J. Hynes. D. Colbert. ©. Drevk 
nial ll. H. Rosenbaum. A & 


James Mackay 


\rmagnac T 
Krievel. Bert Davis 

\. May W. Macon in { Sowk R. 
RB. Watkins. George H. Kirk a l. 
W hitlaw | D. Davis John Zelwegen. W. Hi 
Bryan Hi. J. Clart I. H. Kinealey ALG 
Cripps S. Mehrine A. G. Gates. A. M. Dash 
‘. F. Lavey James A. Donnelley. N. B. Stewart 
.. Bb. Laneherg J. T. Bradley \. G. Pittlegrow 
(seorge Kk. Down: re. E. Parker W. Weiner. (- 
H. ° Shoquette. C. L. Wall. i. Nearm. KG. 
Tottle M. D. Healey. \. J. Lawry. James R 
Nage. FE. Collins. A. Harvey S. Kauffman. J. 
\. Landergan J. B. Ross. 

ff. H. Humphrev T. R. Peters. W. A. Gannis 
(. M. Smith. k. A. Dow. S. |. Strutt. IT. M. 
Jewett J. L. Sparks. kK. J. Aldine. E. Sodemann. 
Hl. Urbanar. F. Elliott. Hl. G. Hurd. J. Barry 
M. L. Chase. R. Bartlett. IL. Shelby. | eS 
hitzgerald J. H. Davies. A. A. Dubuque er- 
nard Gage August Kehm. EK. F. Capron. W. A. 
Short. 
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The Board of Health at Jersey City, N. J., has appointed 
\V. J. Maloney as assistant plumbing inspector. 

Jeremiah J. Keniley, inspector of plumbing for the city 
of Quincy, Mass., is soon to become a benedict. His bride 
will be Miss Katherine Ballantine. The wedding will 
take place shortly. 

George R. Hall & Co., Marlboro, Mass., are installing 
an electric pump on the J. L. Sears estate at Southboro, 
Mass., and a pneumatic water system and plumbing in C. 
I.. Hawkins’ house in the same town. They also have 
the contract for a pneumatic water system and the neces- 


sary plumbing in M. Berrvy’s house at Stevens Corner. 
Marlboro 
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THE MAN WHO IS UNABLE TO FIGURE WORK. 


iditor “VDomestic Engineering”’:—In looking over your 
paper [| notice that there has been quite a good deal 
of talk in certain quarters about the traveling man or 
drummer's figuring work for the man, who runs the 
shop. 

There is a big strong kick by some. Now, a man 
who has to have his jobs all figured out by the sales- 
man, from whom he buys his goods, is not running a 
shop, he’s probably only a figurehead. There’s a lot of 
such tellows doing business and the jobber owns every 
stick of timber in their building from the cellar to the 
garret. These people would not be allowed to figure 
a job if they wanted to, and why should they? It they 
didn’t have any more business capacity than to get in 
such shape, why should they be allowed to stay in the 
business at all: 

\ll these people who are raising such a row have the 
remedy in their hands, if they have the backbone with 
which to apply it. Make the license high enough so that 
every “Jack of all trades” can’t afford to put up the 
money to get in. 

Another pom is to make the examination so sever 
that every “Mutt” can’t pass. Make the examination for 
the master plumber worthy of the responsibility he is ex: 
pected to assume in the city or town. These two points 
would soon. give us a class of men, who would be per 
fectly capable of, in every-way, running their own bust 
ness and we would then hear no more about the trav- 
eling man having to do half the work besides selling 
the goods 

Cleveland, © “Roads 

~—~-e— 


BELIEVES IN COMPARISON. 


Editor “Domestic Engineering’ :—I have been reading 
your paper quite closely of late, and I see that there 
are a whole lot of people who want to crawl into the 
hole and pull it in after them. 

Now, why shouldn’t a traveling man figure a job with 
his friend. the fitter or the plumber, who is his good 
customer, if the fitter or plumber so desires it? What's 

hinder the traveling man’s checking over the job and 
seeing how it is going to run? [ven the best of us, 
with all the imaginable safeguards in the world in the 
wav of estimate forms, are quite liable to make a mis 
take now and then, and for my part. I always like to 
have a certain friend of mine, who is on the road, look 
over my figures when he is around. No traveling man 
who has any hope of holding the trade of his customer 
is going to figure in such a way that the bidder will go 
in the hole. 

I am aware of the fact that there are a few men in 
the business who, on a large job, would be at sea in 
figuring it out. Why should not the traveling man in- 
struct them? If they desire to take on a larger class 
of work, who shall say that they are not entitled to do 
so? The people who always have to have some one 
figure their work are few in number and it would be 


easy to get rid of them by passing the proper laws 
Some of these same parties, who are making such a 
kick, could not pass a first-class examination for a ce 
tificate, and they know it well Simply because they 
are in the swim they desire to freeze out all those who 
are not of their way of thinking. I should like to hear 
from some of the others in the craft whose hide has not 
grown tight to their backbone 
Buffalo, N .Y. “Tair Play 
+++ | 
DRUMMER SHOULD NOT BE ALLOWED TO 
FIGURE JOBS. 


Kkditor “Domestic Engineering” Under no. circun 
stances should a man on the road, who is representing 
a firm selling goods, be allowed to “butt in” and fleur 
the job when one is getting out the competitive bid 

This drummer wants to land the sale of the goods 


and in order to do it he will figure the thing down just 
is fine as he dares. Now you get the notion that you 
vant that job and he is only too willing to help you n 


most cases, although I must state that there are a few 


honest men on the road who are “square” enough t 
tell you when you can not afford to take the job. Th 


tendency to cut down on prices 1s bad enough anyway 


— 


without having any one else in on the game 

\iter you have landed the job on your own figures, 
it is all right to let the drummer see what he can sell 
you the goods for. If you can purchase at one place 
to better advantage than you can at the first man’s fig 
ures vou have the right, provided you can get the sam: 
class of goods. In such a case you are only giving th: 
jobber the same course that you went up against yout 
self, viz., bidding against the competitor. 

\s for me | do not want any jobbing house telling 
me when or where or at how much [| shall put in my 
bid [f will do that for mvself and if I lose out it is 


sure thing, to my mind, that | do not want to do that 


iob, for | know at what price | can afford to do it. It 
| land the work, any man has a right to furnish me a 
hid on it, has he not, if he is in the trade in a legitimate 
manner? 
[ouisville, Ky. . 3. B. Be 
+++ 


WHAT WOULD MOST ASSIST THE MASTER 
PLUMBER AND STEAM-FITTER OF TODAY? 


kditor “Domestic [ngineering™ the question in yout 
issue of May 14th, “What Would Most Assist the Master 
Plumber and Steam-Fitter of Today,” and your editorial 
of May 28th, the “Seven Evils of Sub-Contracting,’ open 
up a wide field for thought and action and should be 
thoroughly discussed pro and con with all the different 
associations in connection with the trades mentioned 
To be honest in answering the question necessitates the 
laying bare of facts. The immortal Robert Burns set the 
people thinking when he wrote 
“OQ wad some power the giftie gie us, 
To see oorsel’s as ithers see us, 
It wad frae mony a blunder free us 
And foolish notion.” 
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You are to be highly commended for the splendid ma- 


terial that you give to your subscribers from week to week 


that it supplies food for thought in sanitary science, 


ind immeasurable help along mechanical and sanitary 
lines. 


fHiow many master plumbers and steam-titters read thos. 


veekly ISST1ES ” hose Vvho ao noTt ATe missine AT) edu 
cation itsell It is true that the ever-increasing demand 
on mens time to keep up with the procession ot com 


petition tires the brain and body and renders them unfit 
to read at any length matters scientific, but by careful 
-ystem 1m) their business there could he al little time set 


apart which would prove ot great value, physically (be 
. ; rela» ‘ r) nwie sa 11 ss 
Cause Of TreiaxXation), and mentally irom 


business point 


It is lack of knowledge scientifically and financially that 
brings about so many tatlures in the plumbing line. To 
read is to know oneself and one’s neighbor. There is 
no use ot anyone asking the question, ~ \m | my brother's 
keeper’ tor we cannot get away from the fact that in the 
human family we are dependent on one another, and to be 
successful in anything we must work together harmont 
ously; therefore another point to be gained is to get the 
entire confidence of the employ Ce by fair dealing and good 
moral example \ clean show-room and work-shop., 
and clean tongues are an inspiration both to employer 
and employee. Sanitation of body and mind goes a long 
way towards the success of business 

Perhaps one of the greatest helps to the master plumb 
ers and steam-fitters will be when they come out of their 
present comatose condition regarding the letting of 
contracts. Will the day ever dawn when contracts for 
plumbing or heating will be kept from the control of the 
so-called contractor who can nail boards together but ts 
absolutely ignorant of the science of heating or plumb 
ing, but is a past master in graft? A national law should 
prevent this evil 

Sub-let contracts are a gross injustice to the trades in 
volved. and bare faced robbery O} the owner of prop 
erty 

lf every master plumber and steam-titter would simply 


» submit himself to a contractor, owners Ot prop 


refuse tf 
erty and prospective buyers would get better built build 
ings, more sanitary plumbing, and not so many sick 
jobs of heating. Direct dealing with the owner will bring 
about the use of standard goods and good workmanship 
sooner than all the talking and essay-writing that 1s don 
at association conventions Phe fountain-head is the place 


to work improvement, not among the already polluted 
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Ikmpires have been made and have fallen, yet, atter thou- 


sands ot vears hay e elapsed, we are able to tell ot their 


arts and cratts by things evident, but under existing con- 
ditions there will be nothing left to tell what manner of 
people we were unless honesty prevails, and that 1s the 
only and best poly tO pursue. (,00d eOOdsS ana good 
workmanship together with courteous treatment of the 
customer wil! in time break down those ideas of the publi 
venerally. that the plumber is a robber. 

\nother help in business is the systematic rendering 
of bills 

Be persistent but not unkind. The customer can be 
brought to the knowledge that business is business and 
in every case the bill will be met. Even through the 
panic of 1907, a little patience mixed with mercy proved 
to be the “open sesame’ to otherwise closed pocket-hooks 
No use of running over a man’s face rough-shod: put 
him on his honor and good results will follow 

Master plumbers and steam-fitters, the success or failure 
Estimate 
caretully and conscientiously. Never mind if the other fel 


of your business is entirely in your own hands 


low is 10 per cent below you, let him have the job and 
forget it. Better to have the goods in the showroom than 
have nothing but bumps and a credit on the wrong side 
of the ledger. Buy cautiously, pay no attention to the 
salesman who comes in with that hail-fellow-well-met air, 
hat on back of his head and a chewed cigar in his mouth 
With an extra 10 and 5 


per cent. off, they are good danger-signals. 


quoting low-water mark prices. 


\ttention to business in business-hours will surely be 
rewarded with success 
North Tonawanda, N. \ I: 
+o 


MILWAUKEE AND WISCONSIN NEWS. 


Walkinshaw 


The contract for laying 1,700 feet of water mains at 
West Allis, Wis., has been awarded to the Advance Con- 
struction Co. of that citv. Work will be commenced im 
mediately 

\t the next session of the state legislature a bill will be 
introduced by the State Association of Journeyman Plumb 
ers tor the enactment of a stringent license law and bet- 
ter plumbing regulations, which will tend to improve 
sanitary conditions. The ordinance regulating the licens- 
ing of plumbers in Milwaukee is pronounced as being 
worthless by Fred Heise, local agent of the Plumbers’ 
union 

Upthegrove & MeGinn. Ashland, Wis., have been 
iwarded the contract to install the heating plant in the 
new offices being erected at Mellen, Wis., by the Foster- 
Latimer Lumber Co. 

Two estimates of cost with plans and specifications for 
the new Eighth ward school to be built at Sheboygan, 
Wis., have been submitted to the city council. They are: 
Charles Hilpertshanser, Sheboygan, $42,000, and M. R 
Hewitt, Tiffin, Ohio, $34,000 

W.S. Patterson & Co., Appleton, Wis., has been awarded 


thie plumbi i’, heating and ventilating contracts on the 


na ee ~*- 
new government buildine to be erected in that city. 

The city council of -Madison, Wis., is considering the 
rorject of building a new sewave disposal plant to cost 
‘bout $180,000. Plans tor the proposed structure have 
been prepared by City Engineer Ickes 

><> 

L.. Peterson has secured a franchise at Aberdeen, 
Wash., for a central heating plant, and will shortly com 
1} nee th vor Oo} establishing this 

(he contract for installing the central plant of the Eu- 
vene Heating & Power Co., Eugene, Ore., has been let to 


ball & Wilson at that place. 

lL. I. Stanley, an experienced electrical engineer, has 
purchased an interest in the plumbing business of L. C. 
Rushworth, at Lake Charles, La., and a complete line of 
electrical supplies wil! be added to the firm’s nlnumbing 
stock 
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Among the Wholesalers 


WILL MAKE AUTOMATIC HEAT REGULATORS. 


the Crandon Manufacturing Co., Bellows Falls, Vt., 
has been Incorporated to manuracture bwraomagtt h if 
regulators and other heating speci Ities 
->--> 


NOW WITH THE INDIANA SUPPLY CO. 


Greorge laylor, tor several vears connes ted vith the 
Po & HH. Supply Co., Ft. Wayne, Ind., has accepted th 
position as sales-manager tor the Indiana Supply | 


Indianapolis, Ind. 
+o 


RESIGNS TO BECOME MANAGER OF CRANE CO.’S 
VANCOUVER BRANCH. 


J. B. MekElwaine, well-known to the Indianapolis trad 
through his connection with Indiana Supply Co., has re 
signed as buyer for that company and accepted th: 
tion as manager ot Crane Co's. branch at Vancouver. 
B.C 


->-? 


WILL DEAL IN PLUMBING AND HEATING 
SPECIALTIES. 


lhe Trade Sales Co., New York, has been incorporated 

with a capital of $10,000 to deal in plumbing, steam and 

hot-water heating specialties The incorporators are 

I. J. Forhan, G. ly. Martin, H. P. Jones, 154 Nassau St 

New York City. Directors l1. LL. Price, Sellersville, Pa.; 

ty \l Price, Sellersville, Pa (. Barnes, Perkasie, N \ 
tro 


WILL MAKE PLUMBING SPECIALTIES. 


Phe Vew era faucet ( o., Brooklyn, N. \ : has heel 
Incorporated with a capital of $2,000, to manufacture an 
sell taucets and plumbing specialties Che incorporators 
ire: Ida Jacobs, 396 Bradtord St., Brooklyn: Samuel Hein 
Nassau, Rens Co., N. Y.: Beckie Backrach and Max Pack 
rack, 22 Thattord Ave., Brooklyn 

+++ 


N. J. HIGINBOTHAM SUCCEEDS C. S. STEPHENS. 


rhe Wheeling Steel & Iron Co., Wheeling, W. Va 

announces the N. | Higginbotham has been ippointed < 

succeed C. S. Stephens, resigned, as manager ot sales 

in charge of the Eastern territory, with headquarters in 

the Hudson Terminal Blde., 30 Church Ct... New York 

City \ir. Higinbotham assumed his new duties July tst 
+o 


CRANE CO’S. ANNUAL OUTING. 


(Crane Co., Chicago, held its annual outing on Tuesday 
July 5, at Riverview park, in celebration ot the 55th anni 
versary of the tounding of the company. Employe ind 
their families to the number ot 15,000 participated in the 
outing. The program included athletic and acquati 
tests, a dinner. and the freedom of all the rides and shows 
yt the parl m me % T ! lent and det he 
OmpDp ( livered ly . hy | ert 
by Crane Co bh recti ft tred | 

-o--?> 
WHERE AMERICAN PLUMBING SUPPLIES ARE 
SENT. 
é San 
| ) In 1 : Viar 
th hirty I] 
lata rials wy T? é 
V orl ountries : ‘ Repu 
867: Bb um, $734: Cen | nel S780; Ch 
Cul $8,781: Holland, $581 $705: Italy, $1,049; M 
S72: | iT)? S71 481 rey S46 r 1S 
$4,186: Russia, $275; We $134. Cor 
these export figures , ik mt hat 
with proper effort uy he part of Ameri 


— aie 
mn a 








representative visited South America and returned with 
detrimental reports. [It was mainiv because a second 
lass grade of manutacture vere sent to South America. 


\ welcome . 
pecially by Brazil and the Argentine Republic. 
— 2+e 


WESTERN TRADE GOLF ASSOCIATION. 


The Vestern Trade Golf Association inaugurated the 
-eason of 1910 with a tornament at the Calumet (ountry 
Club, Chicago, on Thursday, June 23rd. 

The qualifying round of 9 holes resulted as tollows 


J. P. Dugger, the New President of the Western Trade Golf 
Association. 


Paul Blatchford 46. Geo. F. Hughson 52. E. Buehl 1 
59. H. M. Sedgwick 50. H. E. Pursell 54. J. F. Tuttle 66 
J. M. Stannard 51. S. A. Witt 67. D. E. McCabe 56. S. O. 
Dugger 53. E. A. Stark 61. J. P. Dugger 51. R. B. Flershem 
51. 

The match play resulted as follows 

Kirst flight lirst round Sedgewick defeated Blatch 





D. E. McCabe. H. M. Sedgwick. R. B. Flershem. 
Three Prize-Winners at Last Week’s Golf Tournament. The 
Upper Part of Their Heads Are Somewhat Indistinct, 
Owing to the Shaking Hand of the Artist. 


ford. J. P. Dugger defeated Stannard. Winner Sedgwick 


Second flight.—First round: Hughson defeated Pursell 
Flershem defeated Buehler. Winner: Flershem. 


Third flight—Last round: McCabe defeated S. O. Dug 
ger. Stark defeated Witt and Tuttle. Winner: McCabe 
The membership of this association is composed of west- 
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extended to tirst-class manutactures, es- 
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ern manufacturers and jobbers of steam and plumbing sup 
plies, and tournaments are held once a month during thi 
volt season. 

‘he Association has been in existence for three years 
and continues to grow in numbers and popularity. Each 
tournament concludes with a dinner where trade differ 
ences of the members are forgotten and good fellowship 
reigns supreme. Winners of the several flights are re 
warded with prizes which serve as souvenirs of the oc- 
casions as well as evidences of prowess in the royal and 
ancient game of Golf. On Thursday evening the fol 
lowing officers were elected for 1910: President, J. P. 
Dugger, Kewanee Boiler Co., Chicago; vice-president, 
J. E. Holland, American Radiator Co., Chicago; secretary, 
ke. LT. MeNair, U. S. Radiator Co., Chicago; treasurer, J 








Western Trade Golf Enthusiasts: Reading from Left to Right, 
They Are in the Upper Row: Paul Blatchford, S. O. 
Dugger, R. B. Flershem, H. M. Sedgwick, J. M. Stan- 
nard. In the Front Row Are: €E. A. Stark, P. J. 
Dougherty, H. E. Pursell, J. P. Dugger, D. E. 
McCabe and E. T. McNair. From Flash- 

Light Photograph by A. W. Magill. 

I. Tuttle, Warren Webster & Co., Chicago; sports com 
mitteeman, W. A. Cameron, Cameron, Schroth, Cameron 
Co., Chicago; photographer, A. \W. Magill, Kewanee Boiler 

Co., Chicago. 
~ ++?o 
NYW ORLEANS MASTER PLUMBERS’ ASSOCIA- 
TION NOT A TRUST. 


The Master Plumbers Association of New Orleans, 
lLa., is not a trust, according to the United States dis 
trict attorney’s office and the agents of the Department o! 
(ommerce sent there to investigate the charge that the 
plpmbers had conspired in restraint of trade, and had 
formed an unlawful combination July 19, 1907, the object 
of which was to prevent competition. ‘The indictment was 
returned against 40 local master plumbers February 15, 
1908, and was nolle prossed Saturday, June 25. 

The charges were that the plumbers started a boycott 
against the A. Baldwin Co. and that Ahrens & Ott Manu 
facturing Co. was threatened with a boycott in the event 
they furnished the A. Baldwin & Co. with supplies 

The Department of Commerce at Washington was com 
municated with and sent special agents to the city to in 
vestigate the charges. They completed their investigation 
in February, but did not file the report until recently, and 
it was on this report that a nolle prosse was entered, in 
the case by Assistant District Attorney Waguespack. 
Saturday morning. The indictment created a sensation 
when returned. The following persons and firms were 
named in the original indictment: 

Joseph Stiefvater, Julian Joefler. James H. Aitken, 
Icmile M. Babst, Charles J. Babst. Jr., Sylvan Antoine, 
\. R. Becker, J. C. Beyer. M. Birtel, J. Bodinger, J 
S. Boisbere, H. O. Bruns, B. A. Cirino, D. B. 
Darton, F. Disimone, F. Dutilh, T. W. Goreau, J. S 
Keily, W. H. McCay, EF. McGregor, R. Mascaro, Jr., J 
P. O’Dowd, P. Hl. Quinlan, E. Schinke, A. J. Thiberge, I 
Thiberge, W. Fk. Thomas, E. P. Throunk, L. Ybos, Aller 
I. Blackemore, Howard M. Moody, Herman Boettne: 
or tripled. P. J. Madden, of J. B. Clow & Sons, Chicago. 
a sanitary expert, who recently returned from a Sout! 
American tour, says that manv American bnsiness-hous: 
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Edward Boettner, Richard W. Charlton. Thomas MecKen 


drick, Joseph Petrie, Edward Schekeler, Charles J. Sicard, 
Samuel B. Stewart, Robert E. Wild. Edward Zoeller. 
Bertrand F. Ibos, Joseph B. Ibos, Forbs I. Kidd, Robert 


V. Lambert, Frederick Lambert, John C. Rooney, Ed 


ward A. Klein, Paul F. Mueller, John David Burghardt. 


John J. Burghardt and J. S. Gaiennie, Limited, C. C. Hart 
well, Southern Plumbing Company, Limited. 
, t+o 


AWARD CONTRACTS FOR NEW PLANT. 


The J. J. Vollrath Manufacturing Co., Sheboygan, Wis., 


has awarded contracts for the erection of its new plant 


Four buildings are included in the contracts which have 
so tar been awarded. They are: Warehouse, 220 by 378 
feet, one story; enameling building, 150 by 252 feet, one 
story: pickling shop, 90 by 110 feet, one story; mill and 


mixyig building, 80 by 115, two stories. All will be con 


structed of reinforced concrete and brick, and will be prac- 
tically fire-proot. Luecke & Hilpertshauser, Sheboygan, 
have the general contract and the Wisconsin Bridge & 


Iron €o.. Milwaukee. will furnish the steel work. 
eT ><? 


“HEATING SPECIALTIES.” 


“Heating Specialties” is the name of a neat booklet is 


sued by the J. H. McLain Co., Canton, O., and as its name 
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THE SECOND ANNUAL MEETING OF THE 
SOUTHWESTERN MASTER PLUMBERS’ 
ASSOCIATION. 

lhe Southwestern Master Plumbers’ Association held its 
second annual convention in the Board of Trade Room: 
in Morgantown, W. Va., on Wednesday, June 

President IT. F. Evans presided at the meeting which wa: 
taken up by routine business besides passing a resoluti: 
recommending to architects and builders that in every 
town having 2.000 inhabitants or more and not a third 
class city, the installation of plumbing should be mad 
accordance with the State law applying to third-class 
cities, sO as to bring the sanitary conditions to a highe 
level 

The election of officers for the ensuing year result 
as tollows: President H. L. Burd, Uniontown, Pa.: vic: 
president, Wm. G. Duguid, Connellsville, Pa.: secretary. 
Chas L. Titus, Uniontown, Pa.; treasurer, T. F. Evan: 
Connellsville, Pa.; sergeant-at-arms, L. W. Joseph, M. 
gantown, W. Va. 

Among tnose in‘attendance were: 

C. L. Galentine, Bb. | litus and G. S. Titus, all of 
Point Marion. Pa. 

Lloyd F. Ramsey, Masontown, Pa 

L.. W. Joseph, E. C. Wiedebusch and M. Barthlow, all 
of Morgantown, W. Va 


Echoes from the Recent Chicago Convention of the National Association of Master Plumbers. From Left to Right They Are: 
V. C. Smith and R. Dee Pierce, of M. Glauber & Co., New York City; Fred Mueller, of the H. Mueller Mfg. Co., Decatur, Ill.; 
Geo. J. Dehn and W. P. Murphy, of the Compound Injector & Specialty Co., Chicago. 


indicates it presents an illustrated description of the lead- 
ing specialties in the heating field calculated to interest 
the practical steam-fitter. Laundry-heaters, tank-heaters, 
hot-water tanks, radiator-valves, heat-generators, temper- 
ature-regulators, tank-regulators, gages, vacuum-valves, 
pipe-hangers, radiator-shields—all these and many others 
are given extended description, and this booklet of 46 
pages should prove useful for all those doing up-to-date 
steam-fitting work for the purpose of reference and pur- 
chase. A copy of it can be obtained by application of the 
J. H. McLain Co. When you write, mention “Domestic 
Kk ngineering.” Every little bit helps 

> , : 

The American Foundry & Construction Co., Pittsburg, 
Pa., has been awarded the contract for a new 20-in. under 
ground steam main with Cresent expansion joints, anchors 
and traps, by the Merchants’ Heat & Light Co. at Indian 
apolis, Ind. It is specified that the Crescent patented 
casings shal! he laid in concrete 





Wm. G. Dugid, Joseph Tipton, T. I. Evans, Wm. S« 
lers, and Joseph G. Tipman, all of Connellsville, Pa. 

H. L. Burd, C. O. LaClair, Chas. L. Titus and Ch: 
P. Craig, all of Uniontown, Pa. 

Wm. A. Wiedebusch and Chas. A. Mumftord, both of 
Fairmont, W. Va. 


~~ 
J 


OBITUARY. 


Robert O. Abel, city salesman for the Monument 
Plumbing Supply Co., St. Louis, Mo., lost his life in an 


automobile accident at Clay Cut, near that city, on Monday 


no” 


morning, June 27. He was only 26 years old. 

Henry F. Royce, a prominent resident of Willimanti: 
Conn., and at one time connected with the Vandermai 
Plumbing and Heating Co., died at his home in that city on 
Wednesday, June 22. He had been ill more than a vear 
and was in his Vist year 
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A LARGER TONNAGE OF PIG IRON PURCHASED 


It is venerally recognized in the trade that the total 
volume of business placed during the month of June 
was as large, if not larger, than any month this year. 
hese iwures are more likely to be an underestimate 
than an over-estimate for the reason that the buying has 
heen steady throughout the month,. and there has been 
no especial time when business was unusually active. 
Durine the last week there have been numerous sales 
running well up to 1,000 tons and one of the leading 
soil-pipe makers purchased 5,000 tons; deliveries to ex 
tend throughout the remainder of this year. Prices con 
tinue easy, but there have been no notable reductions. 
[he makers in the South continue to ask $12 for last 
half deliveries, but accept $11.50 for prompt shipment. 
Stocks in furnace-yards have been reduced, which 1s an 
extremely favorable sign. Then too, a number ot fur 
naces are well sold up for third-quarter delivery. While 
the market is better, this does not mean that the prices 
will go higher in the near future, for about 20 per cent 
of the blast-furnace capacity of the country is idle and 
before there can be any material improvement in prices 
this must be set to work. Prices are practically without 
change from last week as follows: 


No. 2 Southern foundry, Birmingham....$11.50 to $12.00 

No. 1 Virginia foundry, New York ...... 16.75 to 17.00 

No. 2 Northern toundry, New York ...... 16.50 to 16.75 

No. 2 Plain Northern foundry, New York. 16.00 to 16.25 

No. 2 Northern foundry, Chicago .. . 16.75 to 17.25 
— 


LEAD. 


While the market is firm the buying is limited, but this 
may be qualified by SaVine that the production is large. 
Prices are without change. The American Smelting & 
Refining Co. continues to quote shipment lead in 50 ton 
lots at 4.40 cents New York. Outside sellers are willing 
to sell spot lead at 4.371% cents New York, and 4.22% 
cents St. Louis 

—- 


SPELTER. 


Che market is normal. Offers for spot spelter as high 
as 5.50 cents are made in New York, but there is no meta! 
available. In St. Louis the price ts 5.05 cents and as the 
freight rate is only 15 cents, spelter can be delivered in 
New York within 10 days at 5.20 cents. It there 1s any 
shortage there if \ if] be Cuil kTy Te medi cd 


~>-?> 


AN IMPROVEMENT IN COPPER. 


? | dele ual oun 
NUDICE s sale Or COppe»r nas been made during the 
veek, which will aggregate tully 30,000,000 Ibs. about even 
ly divided between domestic and [.uropean consumers 
his metal is old al ba 1s | 12% cents Tor elec 
trolytic and L cent or lake the buver still has the 
_ ' : ; 
hivantaws lue to the enormous stocks ot metal in the 
hands ()] leading 1] quce;rs “Mpate ~ ¢ f1111¢2 it? ¢ mts \ report 
: 
vas circulated | n the week that the Butte mune: 
1] :; | «the: satiny leit 77 7h lay el 
would curtail their output, working onty tive davs a week, 
‘ , | m 1 | . i | 
but the smelt il Tun seven davs | ittle creaence 18 
. ‘ | | ‘ ‘ ) ly ‘ ’ 7 
piven to this report i] Lie Mecatlitime the situation 11 
coOppel 1s impr ' J it Is NOV SO CHAP COTMPAares With 
ae ’ 1 , —— 
other commodities that consumers have no hesitancy 1 
- if ‘ | 4 ] . . . 
buying liberally This has been demonstrated by the 


large purchase of wire made by the telephone and tele- 
vraph companies Then too, the brass mills have been 








unusually active. Exports of copper show a considerable 
improvement, but it 1s a lamentable fact that about as 
much copper 1s being imported into the United States as 
is being exported. 

+0 


PIG TIN. 


Prices have advanced sharply and sales are being made 
at 33.25 cents. The statistics of the tin trade, compiled by 
authorities, show that the shipments to the interior during 
June, were enormous, amounting to 5,000 tons. This 
reduced the stocks at Eastern points and was a large 
factor in advancing the price. The United States Steel 
Corporation was the principal shipper, and has been using 
enormous quantities of tin in its tin plate mills, a new 
high record for the production of tin plate having been 
established during the month of June 


OLD MATERIAL. 

lor the first time in months some improvement has 
been made in the old iron trade. Wrought pipe is scarce 
and the rolling mills are anxious to secure this material, 
although they are not willing to pay any higher prices 
than a week ago. Should the demand continue, however, 
it is expected that there will be some improvement in 
prices. Quotations per gross ton are as follows: 


No. 1 yard wrought long .. $12.00 to $12.50 


No. 1 yard wrought short 11.50to 12.00 

Machinery cast ore 12.00 to 12.50 

Wrought pipes and tubes (extvesces eee 1 

a, a eee 7.00toO 7.50 

a SN a ee eed .. 6.50to 7.00 

Stove plate ........ sate beacetesssaers See )6| 6G 
t+?° 


GOVERNMENT CONTRACTS TO BE AWARDED. 


Supervising Architect James Knox Taylor, Treasury 
Department, Washington, D. C., will receive sealed pro- 
posals as tollows: 

Vntil 3 p. m., July 18, 1910, for the construction, includ 
ing plumbing, heating, gas-fitting and electric wiring, of 
the U. S. post-office at Demopolis, Ala. 

Until 3 p. m., July 26, 1910, for the construction, in 
cluding plumbing, heating and gas-fitting, of the laundry 
and attendants’ quarte.rs, U. S. Marine tlospital, louis 
ville, Ny 

Until 3 p. m., July 27, 1910, for the construction, in 
‘luding plumbing, heating, gas-fitting and electric wiring 
ot the U. S. postoffice at Lewiston, Idaho. 

Until 3 p. m., August 1, 1910, for the construction, in 
cluding plumbing, heating, gas-fitting and electric wiring, 
t the U. S. postoffice at Santa Cruz, Cal 


Until 3 p. m., August 3, 1910, for the construction, in 
cluding plumbing, heating, gas-fitting and electric wiring. 
of the U. S. postoftice at Litchfield, [1. 

Until 5 p. m., August 4, 1910, for the construction, in 
cluding plumbing. heating, Was ttine nd erect iring, 
of the U.S. postoffice at Chelsea, Ma 

\ll proposals should be in ord with drawings and 
specifications, copies of which can be obtained from the 
custodians the above postoftices or from the office of 
the Supervising Architect at Washington, D. | 


LL. F. Gillis, who in the past has conducted a hardware 
ind tinware business in connection with his plumbing es 
tablishment at Old Town, Me., is selling out his stock and 
hereafter will give his entire attention to his extensiv: 
plumbing business. 
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MAINE MASTER PLUMBERS HOLD ANNUAL 
MEETING. 


The annual meeting of the Maine State Association of 
Master Plumbers was held on Friday, July 1, at Lak: 
Auburn, Lewiston, Me., in connection with the annual 
midsummer outing. Nearly one hundred members of the 
association and their ladies from all parts of the state 
were present. The party assembled at Lewiston and went 
by special trolleys to the lake then by motor boat across 
to the grove where the meeting was held. 

President J. B. Smith, of Lewiston, called the meeting 
to order soon aiter ten o’clock. The first business taken 
up was the election of officers for the ensuing year. This 
resulted in the choice of the following: President. kk. W 
Goss, Lewiston: tirst vice-president, R. H. Downing, Ban 
gor; second vice-president, Patrick Mahoney, Portland: 
secretary, KE. |. Learned, Waterville: treasurer, J. -H 
Chase, Lewiston. Executive Committee: P. W. Kerrigan, 
Lewiston; J. Ek. Donovan, Winthrop: J. W. Silk, Bar Har 
bor; Hl. TL. Goodhue, Stockton Springs: | >. Kelley, Gar 
diner; George H. Norwood, Saco; J. H. Cogan, Augusta: 
and J. A. Redlon, Bath 

It was suggested by President-elect Goss that it, would 
be well for the association to meet twice a yea&r Instead 
of once, reserving the summer meeting for outing purposes 
and having another strictly business session in the fall 
His suggestion was put in the form of a motion and 
passed. The meeting thus voted will be held Labor day 
at Bangor, Me The association also instructed the see- 
retary to mvite all the members of the state board of 
health to be present as guests at the expense of the 
association. 

The association also voted to instruct the incomine 
president to name one man from each town or city, repre 
sented in the membership of the association, whose duty 
it shall be to report violations of the present laws re 
garding plumbing or to make suggestions for new and 
better laws. The vote tollowed a short talk by Mr. Ma 
honey, of Portland, in which he told of the good work 
that had been done along this line in his city. The method 


employed was. for master plumbers when they came across 


a piece of unsanitary work to call it to the attention of 
local physicians or members of the board of health and 
secure their cooperation im having laws or ordinances 
passed overcoming the ditheulty. In this way, he told 
the members, many good laws had been secured which not 
only helped the plumber but worked for the health of the 
community as well. The committee to be named by the 


president are requested to report at the meeting in Sep 
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tember any poor jobs they may come across betore that 
time 

The business session was adjourned at 1:15, and at 2 
oclock the members partook of a clam-bake. This was 
tollowed by a heart-to-heart talk to the plumbers, by O 
J. Saxe, president ot the Dalton-Ingersoll Mtg. Co., Bos 
ton. He told the members of the association where they 
had made mistakes and gave them some valuable advice 

After dinner there was a motor boat trip about Auburn 
lake and this was followed by a visit to the tish hatchery 
which proved exceedingly iWiteresting to the majority ot 
the members who had never had an opportunity to in 
spect such a plant betore. Lach of the ladies was pre 
sented with a box of candy 

Returning trom the hatchery at 5 o'clock the members 
found a baked bean-supper awaiting them to which they 
did full yustice. Then came a boxing bout between two 
\uburn “serappers” and tinally tor the windup the party 
crossed the lake to Lake Park and enjoyed a theater party 
at the Open air theater, returning to Lewiston by special 
cars late in the evening 

The atfair was without question one of the most en 
jovablé outings that the Maine Association has ever held, 
and the committee which was headed by I. W. Goss was 
much pleased at the enthusiasm and interest shown. In 
the past there has been but little interest in the associa 
tion and its work but the ofhcers have taken hold in 
convineing style and the prospect of a strong and vigor 
ous association which will be a big help to the Maine 


master plumbers, is exceedingly bright at the present 


time 
o-o> 
NEW PLUMBING LEGISLATION IN MASSA- 
CHUSETTS. 


The tollowing act “relative to the supervision of the 
business of plumbing” was passed by the Massachusetts 
legislature just before adjournment and was. signed by 
thre YOVCTIOT: 

“The compensation ot the state examiners ol plumbers 
tovether with the traveling ana other necessary expenses 
of the clerk and the traveling and other necessary ex 
pecnscs ot the other two state examiners to an amount not 
exceeding in the aggregate tive hundred dollars annually 
for such expenses for said other two examiners, shall 
when approved by the chairman ot the state board ol 
health and the vovernor and council be paid trom. the 
treasury of the Commonwealth. Certiheates of registra 
tien 71 rccordanee with the Pprovistons ot section two ol 
chapter 455 oft the acts of 1804 shall be issued to all per 
sons who have been legally r¢ vistered under the provisions 
of said chapter, providing that sard persons atter notice 
register anew with the state examiners of plumbers on or 
before the first day of September, 19100 





Getting Ready for the Great Automobile Ride at the Recent Chicago Convention of the National Association of Master 


Plumbers of the United States. 
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NEW ENGLAND NOTES. 

Richard Brosnahan, Somerville, Mass., who is soon to 
open a plumbing establishment in Magoun square in that 
city, was married a few days ago to Miss Florence Mc- 
Donald of West Newton, Mass. 

George Arthur Snow, who conducts a plumbing busi- 
ness at 1157 Main St., Windsor, Conn., was married on 
june 22 to Miss Evelina Florence Mack. Both the bride 
nd groom are direct descendants of Mayflower stock. 

The committee on the new South Attleboro, Mass., fire 
station has awarded the plumbing contract to the Samuel 
fackson Co., and the heating contract to Libby & Bond. 

The trustees of the Montpelier (Vt.) Seminary are con- 
sidering plans for a new heating system for the seminary 
building to cost between $3,000 and $5,000. 

John J. Cashen and David T. Keegan of Meriden, 
Conn., have formed a copartnership to conduct a plumb- 
ing business in that city. They have leased quarters in 
the Curtis House block. Mr. Cashen was for thirty years 
issociated with his brother in the plumbing and steam- 
itting business and Mr. Keegan has had an experience 
covering more than ten years. The new concern already 
has several important contracts in view. 

|. J. Scanlon, Bridgeport, Conn., has the contract for 
the plumbing and heating work in connection with the 
hanges which are being made in H. H. Hale’s building 
on North Ave. in that city. 

The city of Springfield, Mass., is to expend $3,000 for 
the installation and maintenance of shower baths in the 
(foward and Hooker streets’ school buildings. 

The contract for plumbing in the new lockup at East- 
hampton, Mass., has been placed with Forbes & Hatch in 
that city. 

Birdy & Sheehan, Bristol, Conn., are erecting a brick 
building for their plumbing business on Main St. 

The master plumbers of Willimantic, Conn., as a result 
of the recent strike among the journeymen, have decided 
{o organize and in the future act together on all important 
matters. The organization has not yet been finally ef- 
tected. 

Patrick J]. Hurley, Newburyport, Mass., 1s soon to move 
his plumbing business into new and better quarters in the 
first National Bank building on Inn St. in that city. He 
has been located in the past on Merrimac St. 


warded the contract for the heating and plumbing in the 
two new dwellings which George R. Beyerle is erecting 
in West Lebanon. 

I. B. Homer has disposed of his plumbing business in 
Methuen, Mass., to J. R. Tetler. Mr. Homer has been lo 
‘ated at the one stand on Main St. tor over 35 years 

C. J. Jeffrey, formerly manager of George E. Myra’s 
plumbing business at Artic, R. I., has opened a place of 
business of his own in the Whittord building in that town 

The contract for a new heating #ystem in the Goodrich 
treet school building in Fitchburg, Mass.. has been 
awarded to the Jennison Plumbing Co. for $6,200. The 
only other bid received was that of the G. M. Parks Co, 
46.5646 82? 
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PHILADELPHIA COMMENTS. 


usiness is reported good in plumbing, gas-titting and 
steam-fitting circles. Master plumbers and steam-titters 
ire quite busy as a rule and indications point to a good 
summer’s business. Supply-houses report good trade, with 
prices firm and collections fairly satisfactory. 

fhe Builders and Manufacturers’ Exchange of the Dis- 
trict of Columbia has been chartered. Among the direc- 
tors elected are: W. D. Nolan, plumber, 721 14th St., 
N. W.; Thomas Eagan, steam fitter, 509 Eleventh St., 
N. W., and Samuel S. Shedd, plumber, 432 Ninth St., 
N. W. The exchange will endeavor to advance the com- 
iercial interests of Washington, D. C., as well as its 
building interests. 

The Hunter-Dickson Co., iron pipe, supplies, etc., will 
erect a large warehouse addition at their plant at Swan- 
son street and Washington avenue. 

George B. Howell, James N. Melville, Will B. Hadley, 
I. W. Howell and William F. Bernstein are the incor- 
porators of the Howell-Melville Co., Inc., a charter for 
which was applied for to Governor Stuart, July 1st. The 
company will manufacture and deal in plumbing, gas, steam 


ind hot-water supplies and specialties. George B. Howell 


Ik. E. Bagley, White River Junction, Vt., has been. 


is president of McCambridge & Co., plumbers’ materials, 
20th and Wood streets, and William F. Bernstein is presi- 
dent of the Bernstein Manufacturing Co., 3d and West- 
moreland streets. 

Richard Ormrod, master plumber, 787 N. 25th St., is 
among the busy ones, having recently secured several nice 
contracts. 

Among some of the master plumbers reported busy are: 
(. S. Heins, 1934 Callowhill St.; W. J. Walters, 102 
5. 60th St.; Thos. Cummings, 13th St., near Rockland, and 
M. Narr, 535 E. Girard Ave. 

The recently elected officers of the Master Plumbers’ 
Association of Philadelphia are: President, Edward F. 
Roberts; vice-presidents, Samuel W. Barnes, William Boal, 
D. F. Durkin, Jr., Frank Kramer, and George Moeller. 
Secretary, S. Louis Barnes; treasurer, Harry B. Lentz; 
sergeant-at-arms, Elvin H. Mackay. Board of Directors: 
George F. Uber, H. L. Righter, Gregor Drummond, R. H. 
Pflug-Felder, Thomas B. Sutch and [rancis T. Witham. 
The affairs of the association are in prosperous condition. 

Heating and plumbing contracts have recently been 
awarded to the firms named, as follows: C. F. Bachler— 
heating apparatus for the C. R. Carver Co.’s shops, 20th 
and Clearfield streets; cost $2,000; dwelling of F. C. Larkin, 
2028 N. 22d St., $550; dwelling of A. S. Strouse, 1802 
Diamond St., $500. B. Fisher—dwelling of Mary Halprin, 
1421 N. Franklin St., $375. J. Reynolds & Son—residence 
of S. B. Fotterall, 2001 Chestnut St., $300. Robert Rale— 
dwelling of Mrs. Fay, 3813 Walnut St., $750: Kriebel & 
Co.—dwelling of Mrs. K. Land, 614 N. 11th St., $300. J. 
Reynolds & Son—heating apparatus in Rodef Shalon Syn. 
agogue, Broad and Mt. Vernon streets, $1,000. Walliam 
T. Cameron Co.—heating apparatus in store 527 Market 
St., for Mastbaum & Fleisher, $1,600. 
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PENNSYLVANIA NEWS NOTES. 


The Dawson Gas Generator Co., has incorporated, the 
interested parties being residents of McKeesport, Pa. The 
company is capitalized at $150,000 and proposes to manu 
facture and deal in devices and patents for generating 
vas for heating, lighting and power purposes. 

Residents of Collingdale want a sewage-disposal plant 
to cost $30,000 and will soon vote on the proposition. 

The Borough Council of Bristol, has approved the en- 
vineers’ plans for a new and complete municipal water and 
Itration plant. A bond issue of $100,000 for the plant has 
been authorized, and also an issue of $63,000 for a sewer 
system. The latter has been approved by the State De- 
partment of Health. 

City Councils of Reading have decided to borrow $1,- 
°75,000 with which to make various public improvements 
including the completion of the storm-water sewer system 
and the erection of a new City Hall. 

T. P. Moore, Reading, has the contract for plumbing 
work in 15 new houses on Douglas street. Hoch & Yoder 
have opened a new plumbing establishment at Reading and 
are meeting with encouraging success. 

KMdward McCall, who recently opened a new plumbing 
shop at Columbus, has booked enough orders to fee! sure 
of success in his new venture 

The York Engineering Co., York, Pa., is reported quite 
busy on orders for Thermo Vacuum heaters and apparatus. 
They have sent out new art calendars explotting the 
merits of the heaters. 

The Keystone Plumbing and Heating Co., of Ambridge, 
reports good business. 

The Keystone Sanitary Co., Harrisburg, a recently incor- 
porated concern, capitalized at $50,000, will conduct a 
wholesale plumbing supply business. The company is 
located at Second and Mulberry streets, in a building 
altered and made ready for their occupancy, and they are 
ready with a full line of supplies and accessories to 
meet the demands of the trade. 

George H. Hardner, Allentown, on his bid of $49,000 
has been awarded the contract to construct a lighting and 
sewage-disposal plant at the almshouse of Lehigh County, 
Pa. 

Wm. Birnstock, receiver of the Pullman Automatic 
Ventilator Co., York, filed an inventory June 27th, showing 
the liabilities of the company to be $571,537.45 (including 
the issue of $500,000 capital stock) while the assets are: 
Tangible, $89,999.63; patents and good will $295,000. 
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Hand-In-Hand. 


They go hand-in-hand---IDEAL Boilers and 
AMERICAN Radiators. Through liberal advertising, 


property owners know them as two necessary features 
to one complete whole---the working outfit. To get 
the best modern heating plant both are necessary. 


Any one IDEAL Boiler will make hot steam or warm 
water a-plenty, for any brand of Radiators. A batch of 
AMERICAN Radiators will radiate as much heat as any 
other make of Boiler will furnish. But when IDEAL- 
AMERICAN goods are used on the same outht you give 
the houseowner the combination which ts best known and 


known as the best. ‘There is a good deal to that 





AMERICAN |DEAL 


RADIATORS BOILERS 


A Heating Outfit is More Efficient with NORWALL and SYLPHON SPECIALTIES 


AMERICAN RADIATOR COMPANY 


General Offices, 282-286 Michigan Ave., Chicago. 








New York Cincinnati Cleveland Atlanta Bradford, Ont. Denver 
Philadelphia Boston Milwaukee Minneapolis Seattle St. Louis 
Pittsburg Buffalo Indianapolis Kansas City‘ Omaha, San Francisco 
Washington 




















Kindly quote “Domestic Engineering” in writing advertisers. 
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The month of June was one of the most active im the 
building line that has been experienced in Sen Francisco 
for a lone time and conditions are becoming better lo 
cally with a steadiness that is very gratifying to plumbers 
There is no very large work now under way, with the ex- 
ception of the Hearst building at Third and Market Sts., 
but numerous small structures are going up and are being 
planned making much work for the plumber with a me 
dium-sized shop. The plumbers who fitted up large shops 
following the fire are not able to keep these in operation 
now as they desire, but it is estimated that were building 
contracts to the value of $5,000,000 or more let each month, 
the shops with their present equipment could handle the 
work easily. As it is the monthly contracts average about 
$3,000,000, and there is thus but little incentive for the 


establishment of new shops except in the case of small 


ones. Labor conditions are now in a better shape here 
than they have been for the past two years, and there are 
but few journeyman plumbers idle. The recent ruling 


placed into effect limiting the number ot apprentices has 
been the means of giving more journeymen steady em 
ployment, and the helpers are in the majority in the ranks 
of ‘dle plumbers. The supply houses also note a better 
tone to business as much of the second-hand goods thrown 
on the market during the past year has been disposed ot 
llowever, there has been a lot of off-grade goods sent to 
the San Francisco market and several companies have 
been established to handle but little except this. 


The Gold Label is now to be found upon all of the 
high-grade enameled ware sold by the George H. Tay Co., 
San Irrancisco, Cal., and it 1s believed that the garantee 
which accompanies the goods bearing this label is re 
sponsible for many tine sales that might not have been 
made otherwise. The statement is made on the goods 
sold that ware found defective within a certain period 
will be replaced when it is shown that such 1S the case. 
The idea is very pleasing to owners, especially to denex 
who have had unpleasant experiences along this line in 
the past, and the firm ts receiving the recommendation 
4 many, both in and outside of the trade. 

The ruling placed in effect on May 1st in reference to 
limiting the number of apprentices employed in the plumb 
ing shops of this city has culminated in a legal action be 
ing taken by the Plumbers’ and Gas Fitters’ Union No. 1 
to compel the local journeyman plumbers and the Master 
Plumbers’ Association of San Francisco to break the 
agreement that has — made by them. In the complaint 
it is alleged that about 125 helpers have been thrown out 
of employment, that oth prtaen. sl entered into between 
the master plumbers and the journeymen 1s illegal and in 
violation of the California status and in restraint of trade: 
that it is a combination of employers and employes where 
by the freedom of the citizens in pursuing his lawful oc- 
cupation and trade is hampered and restricted, and that 
it has for its purpose the creating of a monopoly of the 
trade, work and labor in the plumbing business in San 
Irancisco. It 1s charged that the agreement between the 
bosses and the employes contains clauses to the effect that 
heavy tines and penaltie s will be imposed upon the parties 
breaking its provisions. 

The plumbing work in the new building being erected 
at Pacific and Davis streets for Swift & Co. is to be done 
by the Fisher & Wolfe Co., San Francisco. This work is 
to cost about $3,000 


-~ 


Sweeney & Lombard, San Francisco, have just taken a 
plumbing contract valued at $1,750 for work in a build 
ine being erected by M. Baret on Geary street near Larkin. 

lf present plans materialize a large central heating plant 
will shortly be in operation in the center of San Francisco 
fhe South Side Light & Power Co. is to install a large 
power station on Minna street, and it 1s planned to install 
a much larger battery of boilers than will be needed for 
power purposes. Most of the large office buildings are 
within easy reach and it is proposed to supply them with 
heat 














































































W. Ek. Roeder, San Francisco, has secured the contract 
for the erection of the four-room addition to the Wilson 
school at Alameda. He will also install a hot water heat- 
ing system for the entire building. The contract amounts 
to more than $16,000. 


The John G. Sutton Co., San Francisco, has just taken 
a fine contract for the installation of a steam heating sys- 
tem in a residence building being erected on Pacific ave- 
nue, near Le ag ro street. The plumbing work on this 
structure 1s being done by W. S. Snook & Son 


The aa and ventilating work in the new building 
being erected for the San Francisco Savings Bank at 
Grant avenue and QO’Farrell street is to be done by Hoff- 
man & Meuser. The contract, which is in excess of 
$11,000, has just been let, but work will be commenced 
immediately, as it is desired to have the building com- 
pleted at the earliest possible moment. 


San Francisco plumbers have been bidding on the 
plumbing and heating work to be done in the new as- 
sembly hall being erected by the Government at Monterey 
reservation and the contract is expected to be let this 
week. 

Public work continues to be a feature of the business 
in San Francisco and during the past week a number ‘of 
important contracts have been let. The most important 
of these are the contracts for the steam heating and fit- 
ting for the various buildings of the new county hospital. 
Bids were invited for the work in the various buildings 
separately, and two firms, the Turner Co. and Wittman, 
Lyman & Co., were the successful bidders. The former 
firm will install the heating system in the service building, 
the nurses’ home, and ward buildings No. 1, No. 2, No. 3 
and No. 4, the aggregate of its bids being approximately 
$12,000. Wittman, Lyman & Co. will install similar sys- 
tems in the administration building for $1,790, and in the 
receiving building for $4,058. 

William S. Snook & Son, San Francisco, have just been 
awarded a contract for plumbing work in the Franklin 
Grammar school to be erected on Eighth St., between Har- 
rison and Bryant Sts. This work will amount to $3,366. 
The Atlas Heating and Ventilating Co. has been awarded 
the contract for installing the heating and ventilating ap- 
paratus, to cost $9,630. A vacuum cleaning system will 
be installed by the Mechanical Dust Suction Co. for $957. 
W.S. Snook & Son have also landed another fine contract 
during the past week. This is one of the largest plumbing 
contracts let for some time. The work is to be done in 
the magnificent hotel to be erected at Oakland, Cal., and 
to be known as the Hotel Oakland. This work is to cost 
$45,000 and the contract was secured in the face of heavy 
competition. It has been known for some time that the 
San Francisco firm was to do the work, but the contract 
has just been signed and the amount made public. The Cy- 
clops Iron Works of San Francisco is to install a re- 
frigeration plant for $8,740. The heating and ventilating 
contract has not been made public. 


The bids for the construction of an assembly hall at the 


military reservation at Monterey, Cal., have been sent to 
the department headquarters at W ashington and awards 
will probably be made some time in July. The lowest 


heating and plumbing bids were submitted by the John G. 
Sutton Co., San Francisco, the combined bid being $1,889. 


Manegrum & Otter, San Francisco, have been awarded 
a contract from the Ridgeway Realty Co. for the installa- 
tion of a steam and hot-water heating equipment in a 
building being erected at Taylor and Eddy Sts. The con- 
sideration mentioned is $2,900. The plumbing work in 
this fis e-story structure is to be done by Condon & Band 
for $7,500 


The plumbing, sewering and = gas-litting work in_ the 
four-story apartment building being erected by Rose Wil 
liams on Pine St., west of Taylor, is to be done by George 


»~- 


Wara. San Francisco, tor $2,275 
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NEW JERSEY JOTTINGS. 





George Blaker, who opened a heater and range-shop 
at 406 Kaighn Ave., Camden, reports that he is very 
busy, both on new and repair work. William Keutfer, 434 
Line St., is busy on plumbing work, and J. M. Barnett, 
South 5th near Line St., reports he is actively engaged 
on heater and range work. 

Alexander Potter, a prominent steam-engineer of New 
York, visited Haddonfield friends the past month and in- 
spected the new sewage-disposal plant there. He said it 
was one of the best equipped plants to be found and also 
had words of praise for the new water-plant just placed 
in successful operation. Wm. Southard, a clerk of the 
water company, recently attempted to “do a bit of plumb- 
ing.” It was a house-connection on Centre street and he 
“tapped” the main all right, but forgot the thread for the 
ferrule. When he withdrew the machine a mighty rush of 
water made him duck and the water spurted to the house- 
tops. The water had to be turned off the main before the 
job was completed. Will should have worn a bathing 
suit. 

The Town Council of Audobon has adopted a resolution 
providing for a municipal gas-plant. They are dissatis- 
fed with the present service furnished by a public-service 
corporation. A bond issue will probably be floated in 
ovdes to build the gas-works. A new sewage-disposal 
plant is soon to be constructed. 

The plant of the Warren Webster Co., Camden, ts busy 
and a number of additional shop-hands have been em- 
ployed on valve and other work. 

Willtam E. Beckman has opened a new plumbing shop 
at New Brunswick. 

Gloucester City master plumbers are finding it hard to 
get sufficient help. Master plumber John Smith is vigor- 
ously pushing work on the terra-cotta sewer on King 
street. 

Clarence McCann is arranging to open a new plumbing 
shop at Woodbridge. 

The Lionel C. Simpson Plumbing and Heating Co., 8th 
and Division Sts., Camden, is busy on contract work. In 
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meant “quality.” 








and sizes and specialties. 
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Capitol Radiator designs are distinctive. ‘Both the 
Florentine and Puritan designs are decided ornaments to 
any building. They are conservatively rated and give ful- 
lest efficiency under all circumstances. Made inall heights 
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exploiting business they say: “When you want a plumber 
you want him quick—we’ re always ready at the other end 
of the phone.” 

The Hudson Terminal Construction Co., New York, 
has been awarded the contract to build the new sewage 
disposal plant and system at Bridgeton. The contract is 
a good sized one, but the figures are not stated 

H. L. Darwood and associates of Camden, have incor- 
porated the Darwood Pump Co., capitalized at $75,000, to 
manufacture pumps. 

F. S. Katzenbach & Co., Trenton, are furnishing the 
plumbing supplies for the State Home for boys at James 
burg. 

James F. Burns & Son, Perth Amboy. have recently, 
been awarded several good plumbing contracts and are 
busy as a consequence. They have an attractive display 
of bath-room, etc., requisites in their sales-rooms in the 
new 3-story building lately accupied by them. 

A Board of Trade has been organized at Pitman, and 
the question of erecting a water-plant is being considered 
Near Pitman is a prominent camp-meeting resort, Pit 
man Grove. 

An explosion occurred June 29th, in the boiler-room of 
the American Sanitary Co’s. plant at Washington, N. J., 
seriously injuring Superintendent H. A. Mayo and Charles 
Woolver, the engineer. The automatic sprinkler-system 
saved the boiler-room from fire. 

The Thompson Meter Co. have filled an order for 50 
water-meters for patrons of the Gloucester City water 
works. 

In his annual report, just issued, Plumbing Inspector 
Henry B. Francis, Camden, says that during the past year 
he made 1,804 inspections, 682 of which were first trap 
inspections, 612 tests and 450 final inspections. 

Matthew A. Simmerman has been indicted by the Cam 
den County Grand Jury on charges of forgery. He is 
said to have forged the name of Mrs. Anna Cole, of the 
Cole Co., heaters and ranges, Camden, to four checks, 


amounting to $623. Upon the death of Charles A. Cole, 


her husband, Mrs. Cole employed Simmerman to manage 
the business. 








“Capitol” Signifies Quality 


The name “Capitol” on boilers or radiators has always 
There are on Capitol Boilers features 
of exclusive merit to both the heating contractor and the 
consumer. The dealer not only gives his customers the 
highest value, but is enabled to give a more satisfactory | 
job at a decided saving in installation cost. 





Catalog mailed on request. 


Inited States Heater Company. 


General Offices and Works: MINNEAPOLIS, ane ‘Plumbing & s. F. Supplies Co. 
440 toby y Fort St. and Campbell Ave., DENVER. Soto Kell wi Stokes Steve Co 
916 Farnam St. DETROIT, MICH. DULUTH, MINN. sofa & Sta Supplies Co. 


Rumsey Mfg. Co. 
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Classified Advertisements 


Advertisements under this heading 4 
cents per word per issue, address in- 
cluded. Remittance to be made with or- 
der. To insure insertion copy should be 
received not later than Wednesday morn- 


ing. 


Situations Wanted 


WANTED—POSITION AS SALESMAN 
Have had eight years’ experience in 
plumbing and heating fleld. Address No 
251. “‘Domestic Engineering,’’ Chicago. 


WANTED—POSITION AS BUYER AND 

Sales Manager or Branch Manager in 
wholesale plumbing and heating supply 
line, by man now employed in similar 
position on the Pacific Coast. Prefer 
eastern city. Address No. 339, ‘‘Domes- 
tic Etngineering,’”’ 325 Dearborn §St., Chi- 
cago. 


SITUATION WANTED—SALESMAN OF 

fifteen years’ experience in plumbing 
and heating goods would like to connect 
with good jobbing house or manufacture! 
of plumbing goods; good reference. Ad 
dress 255. ‘‘Domestic Engineering,’’ Chi 


CALZO 


Help Wanted. 


WANTED—SALESMEN TO SELL 
plumbers’ specialties. The “B-B” Man- 
ufacturing Co., Cleveland. Ohio. 


WANTED—SALESMAN FAMILIAR 

with plumbing and heating goods to 
take charge of branch store in Chicago. 
Address No. 349, ‘‘Domestic Engineering,” 
Chicago. 


WANTED—COMMISSION MEN WHO 
could carry side line. Regular caller on 
Plumbing and Steam trade. Must carry 
sample. Good profit. Address No. 343, 
“Domestic Engineering.” Chicago. 


WANTED—THREE EXPERIENCED OR- 

der clerks, familiar with wholesale 
plumbing supply material. Steady posi- 
tions: good wages: address in confidence 
No. 347, ‘‘Domestic Engineering,”’ Chicago 


WANTED—BY WHOLESALE PLUMB- 

ing supply house for purchasing depart- 
ment, an intelligent, experienced man 
with good education for responsible posi- 
tion. One familiar with prices and goods, 
Address in confidence, No, 348, ‘Domestic 
Engineering,’ Chicago 


WANTED—RESPONSIBLE REPRE- 

sentative to handle vacuum system of 
prominent standing, in Chicago, Cincin- 
nati, St. Paul, Omaha, Kansas City. At- 
lanta, Georgia, New Orleans, and El Paso, 
Tex. Over four hundred in use. Ex- 
clusive territory, liberal contracts. Ad- 
dress No. 326, ‘‘Domestic Engineering,”’ 
Chicago. 


For Sale 


FOR SALE—OLD RELIABLE ESTAB- 

lished plumbing and heating business in 
eastern New York. average increase in 
population in last ten years 5.000 per 
vear; neat, attractive. no shop worn 
goods: will inventory about $2.000: owner 
desires to engage in manufacturing spe- 
cialties: license can be retained until 1911 
Address No. 346. ‘‘Domestic Engineering.’”’ 
Chicago 


FOR SALE—HEATING BUSINESS 

which has been established for thirty 
vears, owner retiring from business, and 
ean offer attractive proposition: good op- 
portunity: will give full details upon re- 
quest to No. 360. ‘“‘Domestic Engineering.” 
Chicago 


DOMESTIC ENGINEERING 


FOR SALE—WISHING TO RETIRE, 
will sell patented vacuum-heating sys- 
tem. either United States and Canada or 
State rights. Over four hundred success- 
ful plants in operation. Address No. 338 
‘Domestic Engineering,’’ Chicago. 


FOR SALE—OLD RELIABLE ESTAB- 

lished plumbing and heating business in 
eastern New York, average increase in 
population in last ten years 5,000 per 
year; neat, attractive. no shop worn 
zoods: will inventory about $2,000; owner 
desires to engage in manufacturing spe- 
cialties: license can be retained until 1911. 
Address No, 354. “Domestic Engineering,”’ 


Chicago 


FOR SALE-—-INTEREST IN HARD- 

ware, plumbing and heating, in Cen- 
tral New York. This is an excellent op- 
portunity. Address No. 357, “Domestic 
Fingineering,’’ Chicago. 


FOR SALE—PATTERNS, TOOLS, MA- 

ehines and stock of goods for best 
money maker ever produced. Sells it- 
self, Big mail order trade. Write us 
for particulars. Address No. 358, ‘‘Do- 
mestic Engineering,’’ Chicago. 


FOR SALE—FIRST-CLASS PLUMBING 

and heating business in Colorado: pres- 
ent owner wishes to retire on account of 
old age Address 359. ‘“‘Domestic Engi- 
neering,’’ Chicago. 


IF YOU ARE DESIROUS TO BECOME 

interested in a good plumbing specialty 
we invite you to investigate. Excellent 
opportunity in established business. Ad- 
dress No. 362. ‘‘Domestic Engineering,’”’ 
(Chicago, Ill. 


1 NEW CLOSET TANK THAT WILL 
not sweat: a good patent; will sell out- 
right. or royalty. A good bhargain—be 
quick. Address No. 361, “‘‘Domestic En- 
grineering,’’ Chicago. 


GOODS TO MANUFACTURE. 


-arties having saleable specialties which 
they desire to have manufactured or mar- 
keted are invited to submit particulars 
Address No. 333. ‘‘Domestic Engineering,’’ 
Chicago, 


Selling Agencies Wanted. 


WANTED—A SELLING AGENCY OR 
position as sales agent hy a master 
plumber of 27 years’ experience in the 
plumbing business in that territory, com- 
prising Colorado, Wyoming, Utah, New 
Mexico and Arizona. Address No. 342, 
“Domestic Engineering,’ Chicago. 


A gentleman who has been connected 
with the plumbing and heating trade in 
San Francisco and on the Pacific Coast 
for many years, would like to handle a 
few select accounts as agent on the 
Pacific Coast with headquarters in San 
Francisco A-1 bonds and _ references. 
Address No. 340. ‘‘Domestic Engineering,’’ 
Chicago. 





4 Plumbing Schools 
LEARN PLUMBING ON NEW BUILD- 

ings in four months. Tools furnished. 
Master Plumbers’ Trade School, 3659 
Finnev Ave.. St. Louis. Mo 








WE PUBLISH: 








AIR VALVES FOR STEAM HEATING 
SYSTEMS. This book tells how, why 

and where air vaives should be used 

5x7% in.; 39 pp. Postpaid, 25 cents. 


A COMPLETE GUIDE TO TESTING 

PLUMBING. A full treatise showing 
the necessity of testing new and old 
work; methods of testing fully described: 
7%x5% in.; seventeen illustrations. Post- 
paid, 25 cents. 





Vol. LII, No. 2. 


DEAN’S SYSTEM OF GREENHOUSE 
HEATING by steam or hot water; 
used for years; convenient and reliable: 
makes greenhouse heating’ estimating 
very simple. Flexible cloth bound, 5x 
7% in., 46 pp. Postpaid, $2.00. 





MAKING THE BUSINESS PAY. Let- 
ters of John Burton, retired successful) 
plumber and steamfitter, to his nephew 
still in business, Practical, instructive. 
entertaining, a guide to better business 
Cloth bound, 5%x7% in.; 168 pp. Post- 
paid, $1.00. 
SWIMMING POOLS. Their construction; 
cold and hot water supply; various 
methods of heating the water; directions 
as to selecting correct sizes of heaters. 
A practical guide to the subject. Over 
thirty illustrations; 6%4x4% inches. Post- 
paid, 50 cents. 


SIZE OF FLOW AND RETURN STEAM 

MAINS. Contributions from thirty 
heating engineers of different cities in 
United States, giving current practice: 
full of practical advice and useful tables 
Bound in boards, 6%x4% in., 104 pp. 
Postpaid, 50 cents. 


TABLES FOR CALCULATING SIZES 
OF STEAM PIPES. These tables fur- 
nish a method of determining sizes of 
steam pipes for low pressure heating 
without laborious mathematical calcula- 
tions. Bound in cloth; 4%x6% in.; 47 
pp. Postpaid, $2.00. 





DEAN’S STEAM FITTER’S COMPUTA- 

TION BOOK. Tables for finding 
cubical contents of rooms and radiation 
required, also general information on 
points of interest to steam and hot wa- 
ter fitters. Flexible cloth bound, 5x7% 
in., 90 pp. Postpaid, $2.50. 


SANITATION IN THE MODERN HOME. 
An invaluable guide to the architect, 
plumber, heating engineer and house 
owner, telling just what is necessary to 
make a home completely sanitary from 
the subsoil to the roof. 8x5% in.; 272 
pp.; bound in cloth. Postpaid, $2.00. 


SANITARY SEWERAGE OF BUILD- 

INGS. An authoritative statement of 
the principles and practice of sewering 
buildings, including the design and con- 
struction of. plumbing systems, disposal 
of sewage in unsewered localities, etc. 
8x5 in.; bound in cloth; 209 pp. Post- 
paid, $1.50. 





ROUGHING-IN HOUSE DRAINS. A 
complete guide to the work of rough- 
ing-in plumbing, from the digging of the 
sewer to the finishing length of the soil 
and vent stacks, giving each step to be 
taken and telling how and why it is 
done, 6%x4% in.; 184 pp.; bound in 
boards. Postpaid, 50 cents. 
PLUMBING CATECHISM. Second edi- 
tion. This book formulates, in ques- 
tion and answer form, the basic princi- 
ples of plumbing design and practice. 
It is therefore especially commended to 
students in engineering and trade schools, 
and to master and journeymen plumb- 
ers, preparing for examinations. Bound 
a —_— 6%x4% in.; 125 pp. Postpaid, 





NOTES ON HEATING AND VENTILA- 
TION. Second edition. This book is 
a resume of lectures delivered to classes 
in heating and ventilation at the Uni- 
versity of Michigan. It is written pri- 
marily for the steamfitter and designer 
of heating systems. Reduced to as brief 
a form as possible, so that readers can 
readily find notes or data desired. Bound 
in cloth, 6%x4% inches; 272 pp.; post- 
paid, $2.00. 
Address— 
DOMESTIC ENGINEERING, 
323-325 Dearborn St.. Chicago. 








WANTED 





A first-class line of Steam, Plumbing, Mill and Hardware Supplies or Specialties made 
by a responsible manufacturer to sell to the jobbing trade in the Middle West ‘Territory. 
‘This is an opportunity for the right company to secure a modern office centrally located in the business district of 
Chicago, together with the services of myself and an able assistant at a minimum expense. 


SAM O. DUGGER, Suite 507-8, 114 DEARBORN ST., CHICAGO 

















Kindly quote “Domestic Engineering” in writing advertisers. 

















Snap Shots South of Dixie 

















Hooker & Lightbody’s Plumbing and Heating Establishment in Coons & Golder’s Plumbing Establishment in Jacksonville. Fia. 


Jacksonville, Fla. 
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M. R. Costar’s Plumbing Establishment at Key West, Fla. Mangold & Turner’s Plumbing Establishment at St. Petersburg, 
Fla. 
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Be sure you are getting a Genuine 
Stillson Wrench when 
you pay good money 
forit. Look for the 

















If your 
dealer does 
not keep the Gen- 
uine Wrench write 


THE WALWORTH MBs. CO. 


128-136 Federal St., Boston Park Row Bidg., New York 


European Agents: 


Aug. Eggers, Bremen, Germany; H. Munzing, 180 Upper Thames St., London, England; H. Munzing & Co., Paris, France 




















“Toledo” Pipe Threading Devices 


ARE THE ONLY TOOLS THAT MEET THE REQUIREMENTS 
OF THE PRACTICAL STEAMFITTER AND PLUMBER 


This illustrates the 


‘*Toledo’’ tools 
) ( 0 ‘*“Toledo’’ No. 1A. It 


thread pipe with the ” 
threads 1 in., 1%4 in., 
least labor. - ; 
1'2 in. and 2 in. pipe. 


‘“Poledo” tools It operates with a 


are simplest in con- ratchet. A boy can 
struction. work it as easily as 
he can pump water 
“Toledo” tools with a hand pump. 
stay right and are He can complete a 


always ready to 2 in. thread in 2 min- 





do business. utes, or less. 


Ask your Jobber for ‘‘Toledo’’ tools and insist on having them. 


Made in seven models to thread all sizes of pipe up to 12 inches. 
If your jobber hasn't ‘““Toledo’s”’ in stock, write us for Catalog and we'll tell you who has. 
“Toledo” prices are right—get the discount. 


The Toledo Pipe Threading Machine Co., Toledo, Ohio 











Kindly quote “Domestic Engineering” in writing advertisers. 
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